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Special consideration will be given in this Directory Num- 
ber, to the following features: 


All products of manufacture important to the furnace and 
sheet metal industries, indexed and cross-indexed, Compre- 
hensive, complete and immediately accessible to readers. 


In this section will be a complete list of those trade names in 
use by manufacturers in the industry, making possible the 
location of equipment ordinarily diflicult to locate. 


Sources of supply of materials and equipment, alphabet- 
ically listed. All of the manufacturers in the furnace and 
sheet metal industries with complete mailing addresses. 


A complete outline of merchandising, covering the location 
of prospects as worked out by a number of contractor-deal- 
ers all over the country. Actual field material which has 
been tested by retailers under every day conditions. 








COPPER 


lead-coated or plain 
FOR 


SPANDRELS 


Revere Copper models well...as Revere 
Leadtex (lead-coated copper) or as copper 
uncoated. For spandrels, it is everywhere 
proving ideal...a wealth of effects, from 
bright metallic to antique gray. For friezes, 
too, many are choosing this material... 
stamped, it is always clean-cut... in place, 
its pattern of light and shadow is always in- 
teresting .. . decorative effect and utilitv for- 
ever combined. Light. Strong. 

Chosen, too, for roofing, flashings, gutters, 





leaders and leader heads. For further infor- 
mation address Revere Copper and Brass 
Incorporated, 230 Park Avenue, N. Y. C. 
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Rever C Copper and Brass 


Revere INCORPORATED 


COPPER Baltimore Division, Baltimore, Md. Michigan Diwision, Detroit, Mich. Higgins Diwision, Detroit, Mich. 
BRASS 


Dallas Diwiston, Chicago, Ill. Taunton-New Bedford Diwision, Taunton, Mass. Rome Diwiston, Rome, N.Y. 


Executive Orrices; NEW YORK CITY 
Genegrat Orrices: ROME, N.Y, 
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No Line of Oil-Burning Utilities More Com- 
_ plete—No Corner of the Market Over- 
_ flooked—No Season of the Year Neglected 
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Every heating dealer desires year-round sales instead 
of peak sales. Yet September has usually been the 
peak. What the dealer wants to do is to level his sales 
curve with four-season business. And this is exactly 
what the MW line of oil-burning equipment is designed 
to do. Look over this line. Look about you. Doesn't 
it fit in everywhere and offer business for every season? 









In the midst of Winter the failure 
of obsolete and wasteful equipment 
is most apparent. You can cash in 
on this situation with every house 
heating unit in the MW line. 


Among the gigantic total of 13,500,- 
000 homes still heated by stoves 
are millions of prospects for MW 
Cabinet Heaters. So much for Win- 
ter business. 


Economical water heating is 
an all-year-round need. MW 
Water Heaters fit into both 
domestic and commercial water 
heating requirements, regardless of 
season. 


Then, as to cooking —three meals a 
day being the rule all year round — 
there is an ever-ready demand for 
MW Oil-Burning Cooking Ranges. 








There is MW business Spring, Sum- 
mer, Winter and Fall. 


Learn about MW franchise terms 
and the cooperation offered to MW 
dealers. We invite you to clip and 
mail the coupon. 









WEATHER 
CONTROL 









! MOTOR WHEEL CORPORATION Dept. A-12 
Heater Division, LANSING, MICH. 
Please send me full information regarding 


the MW line of oil-burning utilities, and ex- 
plaining its sales and profit opportunities. 





PRODUCTS THAT SELL 
SPRING, SUMMER, FALL 
AND WINTER 
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City. State 
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COPPER 


lead-coated or plain 
FOR 


SPANDRELS 


Revere Copper models well...as Revere 
Leadtex (lead-coated copper) or as copper 
uncoated. For spandrels, it is everywhere 
proving ideal...a wealth of effects, from 
bright metallic to antique gray. For friezes, 
too, many are choosing this material... 
stamped, it is always clean-cut...in place, 
its pattern of light and shadow is always in- 
teresting .. . decorative effect and utility for- 
ever combined. Light. Strong. 

Chosen, too, for roofing, flashings, gutters, 
leaders and leader heads. For further infor- 
mation address Revere Copper and Brass 
Incorporated, 230 Park Avenue, N. Y. C. 
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Revere Copper and Brass 


Re INCORPORATED 


COPPER Baltimore Division, Baltimore, Md. Michigan Division, Detroit, Mich. Higgins Division, Detroit, Mich. 
BRASS Dallas Division, Chicago, Ill, Taunton-New Bedford Division, Taunton, Mass. Rome Division, Rome, N.Y. 
Prod Te ks Executive Orrices: NEW YORK CITY 
Genera Orrices: ROME, N.Y. 
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Every heating dealer desires year-round sales instead 

of peak sales. Yet September has usually been the 
peak. What the dealer wants to do is to level his sales 
curve with four-season business. And this is exactly 
what the MW line of oil-burning equipment is designed 
to do. Look over this line. Look about you. Doesn't 
it fit in everywhere and offer business for every season? 
In the midst of Winter the failure | Economical water heating is 
of obsolete and wasteful equipment an all-year-round need. MW 


is most apparent, You can cash in Water Heaters fit into both 
on this situation with every house domestic and commercial water 





heating unit in the MW line. 


Among the gigantic total of 13,500,- 
000 homes still heated by stoves 
are millions of prospects for MW 
Cabinet Heaters. So much for Win- 
ter business. 


heating requirements, regardless of 
season. 


Then, as to cooking —three meals a 
day being the rule all year round — 
there is an ever-ready demand for 
MW Oil-Burning Cooking Ranges. 


There is MW business Spring, Sum- 
mer, Winter and Fall. 


Learn about MW franchise terms 
and the cooperation offered to MW 
dealers. We invite you to clip and 
mail the coupon. 
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MOTOR WHEEL CORPORATION Dept. A-12 
Heater Division, LANSING, MICH. 
Please send me full information regarding 


the MW line of oil-burning utilities, and ex- 
plaining its sales and profit opportunities. 





PRODUCTS THAT SELL 
SPRING, SUMMER, FALL 
AND WINTER 


Name. 





Address 








City. State 
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Every Grade of Wide Strip 





Now Made to Inland Standards 


on the Best of Rolling 
Mill Equipment...... 


Inland now is more than ever the 
“Able Servant of the Central West.” 
The new Inland Mill, embodying the 
highest development in continuous 
strip and sheet production, is now at 
your service. And equipment is a 
vital factor in uniform quality. Thus a 
higher standard of Inland quality is 





ABLE SERVANT OF 


Sheets Strip Plates 
Bands Structurals Piling 





now available in old products and in 
new: Automobile and Furniture Sheets 
—all other High Finished Sheets— 
Hot and Cold Rolled Strip... up to 
wider and longer limits, in many 
grades and gages, than can be secured 
elsewhere. INLAND STEEL COMPANY 
38 So. Dearborn Street, Chicago, IIl. 


Track Accessories 
Rivets Billets 
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THE 
HENRY FURNACE & FOUNDRY CO. 


Manufacturers of MONCRIEF Furnaces and Air Conditioning Systems 


Cleveland, Ohio 


Branches at Pittsburgh, Pa. and Ashtabula, Ohio 
Eastern Office: 224 No. 23rd St., Philadelphia, Pa., E. L. Garner, Mgr. 
Pacific Coast Representative, McPherson Furnace & Equipment Co., Seattle, Wash. 


Chicago Furnace Supply Co., Chicago, III. 
Moncrief Furnace Co., Indianapolis, Ind. 


The F. H. Lawson Co., Cincinnati, Ohio 
Johnson Furnace Co., Kansas City, Mo. 


E. A. Higgins Co., Omaha, Nebr. 


J. M. & L. A. Osborn Co., Buffalo, N. Y., and Detroit, Mich. 


Anderson & Krapp, Toledo, Ohio 
Geo. H. Cole Supply Co., Troy, N. Y. 


— DISTRIBUTORS — 


W. H. Landers Co., Syracuse, N. Y. 
Sheet Metal Supply Co., Milwaukee, Wis. 
Northern Metal & Mfg. Co., Green Bay, Wis. 


Schrader-Easley Co., Memphis, Tenn. 
Marshall-Wells Co., Duluth, Minn. 
Roberts-Hamilton Co., Minneapolis, Minn. 


The Behler-Young Co., Grand Rapids, Mich. 


Moncrief Heating Co., South Bend, Ind. 
Moncrief Heating Co., Youngstown, Ohio 





for more than a third 
varied one, of quality 


Send for 





MONCRIEF FURNACES 


Steady progress distinguishes the record of Moncrief Furnaces 


every type to fill all house heating and commercial requirements. 
Our foundry is one of the most highly specialized in the country, 
with the most efficient equipment for the manufacture of furnaces. 
In consequence we are in the best possible position to supply 
dealers with quality furnaces at very favorable prices. 


of the types in which you are interested, 





of a century. The Moncrief line is a widely 
materials and fine workmanship, presenting 


illustrated descriptive circulars 





PIPE AND 
FITTINGS 


Our plants also include 
one of the best equipped 
sheet metal shops in the 
country. 


WE SUPPLY 
EVERYTHING 


Used on a Warm 
Air Heating Job 











MONCRIEF SERIES “C” CAST FURNACES 


Careful examination will show that this modern furnace 
presents every feature needed to satisfy the most exact- 
ing requirements. It is strictly a quality furnace, in 
design, materials and workmanship; yet~the price, due 
to our efficient manufacturing methods, is remarkably 
low. 

The sections, except the firepot, are all one-piece seam- 
less castings, exceptionally capacious, heavy and well 
finished. 

A commanding feature is the elimination of joints at 
openings of the various sections, so that there remain 
only four ‘‘double-sealed” joints inside the casing. (See 
accompanying illustration.) 

Other features include: 

Radiator, all one piece, including clean-out and smoke 
collars, which are cast solid with it, eliminating .wo 
joints inside the casing. Extra large and heavy, with 
extra large opening into the feed section. 


Feed section heavy one-piece casting of extra size, with 
large opening ino radiator and extra large feed door 
opening. 


Hot-blast feed door. 





Fire pot with perpendicular sides, cast in two pieces 
for expansion and contraction; ribbed to add strength 
and radiating surface. 

Ash pit, one-piece casting, extra heavy and roomy. 
Grates, duplex roller-bearing with long upright shaker 
handle. Also supplied with triangular bar grates. 


Doors-—-edges are ground straight and smooth, also 
faces of openings, so they go together tightly. Adjust- 
able hinges keep doors tight. 

Humidifier, extra large, set in cast front, supplies ample 
moisture. 

Cast slip-on front, in two pieces, fits tight against reed 
and ash door sections without a single bolt. 

Casings extra large, with metal lining extending from 
grate level to top casing ring. 

All contact edges are ground and fitted so sections go 
together quickly and easily. Every furnace is mounted 
and shipped as a unit, which assures perfect fitting and 
erection in minimum time. 

Series ‘“‘C’’ furnaces have firepots of 18, 20, 22, 24, 26, 
28 and 88 inches; with casing diameters respectively 
of 36, 40, 44, 48, 52, 56 and 60 inches. 





MONCRIEF SERIES “F° CAST FURNACES 


The Series “F” is of the same high quality better radiation of heat. 


” 


materials and construction as our Series “C 
and embodies all the latest features. It is 
lower in height and is especially desirable for 
low basements. 

Noteworthy features are: 

One-piece, long fire-travel radiator, with smoke 
and clean-out collars cast solid with it. 

Feed section, heavy, one-piece, a little lower 
than that of the Series “C,” projects through 
front without joint. 

Fire-pot, cast in two pieces, to permit contrac- 
tion and expansion; ribbed for strength and 


Ash pit, heavy, roomy, seamless one-piece cast- 
ing, with opening projecting through front 
without joint. 

Duplex roller-bearing grates with long upright 
shaker handle. Also with bar grates. 

Cast front, slip-on type, requires no bolts to 
hold in place. 

Humidifier, extra large, located in cast front. 
Series “F” cast furnaces are made in five sizes, 
with fire pots of 18, 20, 22, 24 and 26 inches; 
with casing diameters respectively of 36, 38, 
42, 46 and 50 inches, 
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MONCRIEF SERIES “SS” STEEL FURNACES 


Extra heavy, extra solid and well made, it in- 
cludes features that set it far in the forefront 
of steel furnace construction; as 

Shell, extra heavy copper alloy steel; top of 
drum is welded as well as riveted with 1,” 
cone head rivets. 

Shell is joined to cast front without enclosing 
joint in air chamber, thus preventing leakage 
into air chamber. 

Radiator is extra large and heavy, solid welded. 
Connection between shell and radiator extra 
large and lined with cast iron collar. 

Firepot extra deep and large, lined with 1%,” 


high-quality fire brick; separate sizes made for 
each size furnace to insure proper fit. 
Hot-blast feed door, extra large; adjustable 
hinge keeps it always snug against feed sec- 
tion. 

Humidifier extra capacity is set in top of front. 
All doors are tight fitting, with edges ground 
straight and smooth. 

Series “S” furnaces are made in six drum 
sizes, as follows: 20, 22, 24, 27, 30 and 34 
inches; oversize radiators on two larger sizes, 
30 and 34 inches. Casing diameters respec- 
tively 44, 47, 50, 54, 58 and 62 inches. 





MONCRIEEF Series ‘DD’? Steel Furnaces 


MONCRIEF Series *“*E”’ Steel Furnaces 


An extra low-priced steel furnace 
with excellence of qua:ity that assures 


A fine combination of substantial quality 
and low price. Has drum same as Series 








spectively. 


’ . : ral and real “D” with the large radiator of the Series 
the home owner big a .- teal “Se Drum, like that of Series “D,” is 
satisfaction. Joints are electrically 3” open hearth s‘eel, all welded 140% 


welded, making solid shell. 
drum of 7” open hearth stee]l—radia- 
tor of 12 gauge. High grade fire long upright shaker handle. Solid cast 
brick lining. Solid cast front. Loco- 
motive type grate. Large water pan 
in casing. Comes in drum diameters 
of 20, 22, 24 and 27 inches. Casing 
diameters 44, 46, 48 and 52 inches re- Drum diameters of 20, 22, 24 and 27 


Heating ot thickness of metal, making virtually a 
solid shell. Locomutive type grate, suit- 
able for any kind of coal, operated with 


front, finished in aluminum; enclosed 
large water pan at the top. 


Four sizes— 


inches. Casing diameters respectively 46, 
48, 50 and 52 inches. 











MONCRIEF AIR CONDITIONING SYSTEMS 


Pursuant. with its policy of ever keeping fully abreast of the Careful tests and close observation of these systems in homes, 
times, this company has developed during the past three or under widely varying climatic conditions, have shown that Mon- 
four years a complete line of air conditioning systems for the crief Air Conditioners are superior in every way. Their records 
home. They have been designed strictly along scientific lines, for economy and maintaining even temperatures are quite ex- 
and careful experimentation has produced a number of features _ traordinary. 


that result in extraordinary efficiency and economy. 


Great care 


has been exercised to select the types and makes of automatic Moncrief Air Conditioning systems are quality made and are 
control devices which would prove best suited to their purposes, priced to afford the dealer a good profit and give the home 


and above all, reliable and trouble-free. 


owner plus value. 





MONCRIEF GAS HEATING AIR CONDITIONER 


Extraordinary records for economy and efficiency 
have been consistently achieved by the new Mon- 
crief Gas Heating Air Conditioner. This scientific 
air conditioning unit has two great features in par- 
ticular that make the burning of gas practical in 
the average home: 


Automatic devices performing the remaining func- 
tions of air conditioning include Blower, electrically 
driven, delivering large column of air at slow speed; 
Filter of spun glass or steel wool, 93% efficient in 
removing dust and dirt from the air; Washer, spray 
type, which further cleans the air and adds fully 





adequate humidity. Overheat control; Gas Pres- 


1. The Cast Tron Heating Units—extra heavy and = gure Regulator; Safety Pilo*. 

durable, and highly efficient as heat radiators. 

2. The Long Horizontal Gas Travel by which the The Moncrief Gas Heating Air Conditioner is mod- 
heated gases are brought into contact with the great-  erately priced for so high grade a unit. It comes 
est possible radiating surface. 


in a wide range of sizes to meet all conditions. 








MONCRIEF Series “*B’’ 
GAS FURNACES 


A moderate priced gas heating unit, with 
square “Aristocrat” type casing; for gravity 
or forced air circulation. Highest economy 
and efficiency are assured by the Cast Iron 
Heating Units with Long Horizontal Gas 
travel, same as used in the Series “G” Gas 
Heating Air Conditioner. This Series “B” 
may be installed for gravity circulation and 
air conditioning devices added later. 











MONCRIEF ARISTOCRAT 
Cast or Steel 


This modern attractive casing, enclosing either a 
Series “C” or Series “S” Moncrief Furnace, for 
burning either coal, gas or oil, forms the basis of 
a complete air conditioning system. It may be 
installed at first for gravity circulation. Then 
the home owner may add blower, filter, air washer, 
thermostat and overheat controls, and so on until 
he has full automatic equipment. 
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THE AMERICAN ROLLING MILL COMPANY 


Makers of Ingot Iron Sheets and Plates, Steel and 
Copper Bearing Steel Sheets, and Spiral Welded Pipe 
EXECUTIVE OFFICES: 730 CURTIS STREET, MIDDLETOWN, OHIO 


District Offices: 
Boston, Mass., 185 Devonshire Street St. Louis, Mo., 1724 Ambassador Building Philadelphia, Pa., 2020 Lewis Tower 


New York, N. Y., 50 Church Street 
Chicago, Ill., 1122 Straus Building 


Detroit, Mich., 5-261 General Motors Bldg. Pittsburgh, Pa., 1632 Oliver Building 
Cleveland, Ohio, 1516 B. F. Keith Bldg. San Francisco, Cal., 540 Tenth Street 
Middletown, O., Room 310, 703 Curtis St. 


Distributors in Principal Cities Can Supply Contractors’ Requirements Promptly 








ARMCO PRODUCTS 





_ RR AR PRT 
HOW TO IDENTIFY INGOT IRON 


ia 
\oae 
Ingot Iron and Steel Sheets: Galvanized (flat and SRMCG The Armco Triangle with the words, “Ingot Iron,” 


corrugated), Hot-Rolled and Annealed, and Furniture 
grades. 

Ingot Iron and Steel Plates: Annealed. 

Roofing (Galvanized Ingot Iron, Steel and Copper- 
Bearing Steel): Roll, V-Crimp, Standing Seam, 
Pressed Standing Seam, Corrugated; Spanish Metal 
Tile—made and sold by the Milcor Steel Co., Milwaukee, Wis.; 
and Glas-iron Tile (Porcelain Enameled on Ingot Iron), made 
and sold by Wolverine Porcelain Enameling Co., Detroit, Mich. 

“Paintgrip” Sheets: Galvanized iron or steel sheets with a 
full-weight, paint-gripping zine coat. Two surface grades are 
available—Regular and Polished—in all standard sizes and 
gages and weights of coating. Write for complete information 
and prices. 

Manufactured Building Products Made of Armco Sheets: Gut- 
ters, Downspouts, and other Roof and Roof-Drainage, Fittings, 
are carried in stock by Armco Distributors throughout the 
country. Porcelain Enameled Roof Shingles and Wall Tile are 
made and sold by the Wolverine Porcelain Enameling Co., 
Detroit, Mich. 


INGOT IRON RESISTS RUST 


Ingot Iron was the first iron made especially to resist the 
wasting action of rust. Galvanized Ingot Iron Sheets have the 
additional protection of a heavy coating of high grade zinc, 
insuring the utmost durability in galvanized sheet metal for 
building purposes. 


FORMS EASILY BECAUSE DUCTILE 


Again, the careful refinement of Ingot Iron makes it uniformly 
soft and workable, free from irregular hard spots that interfere 
with accurate forming to intricate designs. Sheet metal workers 
have long praised the consistently easy-forming qualities of 
Ingot Iron, and have found it an important factor in reducing 
waste and speeding shop work. 3 


SOLDERS QUICKLY AND FIRMLY 


Solder applied to galvanized Ingot Iron takes a firm anchor- 
age. Little preparation is required. If the metal is dry and 
clean and a suitable flux is used, the solder will form a strong 
bond with the parts to be joined. 


WELDS READILY AND SOUNDLY 


Another advantage of the uniform refinement of Ingot Iron 
is its excellent welding properties. It melts evenly under welding 
temperatures and makes a sound, flawless weld that is as strong 
and rust-resistant as the surrounding area. 


SAVES MONEY FOR YOUR CUSTOMERS 


On a cost-per-year basis, Ingot Iron has proved its ability to 
save money for builders and home-owners. This evidence is 
found in the records of twenty-seven years of satisfactory service 
—the longest record of actual service of any low-cost, rust-resist- 
ing sheets or plates. 

Data on the service of Ingot Iron taken from actual installa- 
tion records are available to help sheet metal contractors de- 
termine the probable life and yearly cost of prospective work. 
Almost always this information can be selected from the par- 
ticular industry or conditions of service in which you are 
interested, and frequently comparative records are also available 
to show how dther kinds of sheet metal have served under 
the same conditions. 


stenciled in blue on every sheet, is definite protection 

against substitution of inferior grades or lighter gages. 

In each instance the gage is shown at the right of the 

triangle. All Ingot Iron construction should reveal 

at least a portion of the blue triangle as shown at 

the left; for it is placed three times diagonally length- 
wise on the sheet. If Ingot Iron has been ordered and no part 
of the triangle is in evidence, either inside or outside, it is cer- 
tain that the requisition has not been followed. 


STANDARD GAGES AND SIZES 


Ingot Iron galvanized sheets, as well as plain steel and copper- 
bearing steel sheets, are carried in stock by distributors and 
jobbers in the following sizes: 

Gages—16, 18, 20, 22, 24, 26 and 28. Widths—24, 26, 28, 30, 
and 36 ins. 

Lengths—96 and 120 ins. 

Ingot Iron corrugated, galvanized and black sheets for roofing 
and siding purposes are made with 5, 3, 24% and 14% in. corru- 
gations. For general building purposes we recommend and 
carry in stock a 214-in. corrugated sheet 26 ins. wide (after 
corrugating) for siding, and 2714 ins. wide (after corrugating) 
for roofing. This size covers 24 ins. in the width and allows 
for a one-corrugation lap for siding and a one-and-one-half cor- 
rugation lap for roofing. These sheets may be obtained from 
stock in the following sizes: Gages-—20, 22, 24, 26, 28. Widths— 
26 and 2714 ins. Lengths—60, 72, 84, 96, 108, 120, 144 ins. 

All of the above sizes are termed standard sizes because they 
are carried in stock and used most frequently. All grades of 
sheets may be obtained in special sizes when an order is placed 
for 2000 Ibs. or more of a size. 


INGOT IRON AND STEEL PLATES 


Especially suited to the fabrication of tanks, stacks, breeching, 
and other mechanical plate equipment. Complete working data 
for any given project will gladly be supplied. The booklet, 
“Pure Iron Plates for Long Service,” and the bulletin, “Iron 
Plate Specifications” (A.S.T.M.), contain useful information that 
every contractor who uses plates should have. Your request 
will bring copies promptly. 


WHERE TO GET ARMCO SHEETS AND FORMED 
PRODUCTS 


Leading distributors and jobbers in all parts of the United 
States and Canada supply Armco galvanized sheets and gal- 
vanized formed products, and in some instances, annealed and 
hot-rolled sheets and plates. Names and addresses of Armco 
distributors and jobbers in any given territory will be supplied 
on request. Write to the nearest office listed above. 


MONEY-MAKING SALES-HELPS 
FOR CONTRACTORS 


Every sheet metal contractor may have a free subscription to 
Ingot Iron Shop News, a monthly business-building paper that 
deals with all departments of his business—management, selling, 
mechanics, accounting, and many other important subjects. Addi- 
tional business-helps are provided, such as letterheads, billheads, 
job cards, window posters, blotters, advertisements, direct mail 
campaigns, folders and booklets. Ingot Iron Shop Headquarters 
has a wealth of information and material that, wisely and con- 
sistently used, can be turned into profitable business. 

All these aids to better business are sponsored by the Armco 
Distributors Association of America. For further information 
either write to The Armco Distributors Association, 730 Curtis 
Street, Middletown, Ohio, or get in touch with an Armco Dis 
tributor. There is one near you. 
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th BIG News 
for 1933... 


NEW Furnace .. . larger and heavier 
— including every important improve- 
ment developed in recent years (slip- 

over front, one-piece radiator, one-piece 

cast base and casing ring, etc.)—that can 
be sold at competitive prices below those 

asked for furnaces of similar quality .. . 

this is AGRICOLA’S contribution towards 

better business in 1933! 


It will pay you to get the facts about this 
outstanding value before you place your 
1933 furnace order. A telegram will bring 
complete details. 





AGRICOLA FURNACE CoO., Ine. 
Gadsden, Ala. 
Offices in Principal Cities 



















10 AMERICAN ARTISAN 








In which we launder the sheets 


S a result of the various processes throughout the 
mill, the sheets accumulate dirt, dust, and mill 
scale. 


That dirt must be removed. But not in any old way. 
It must be removed without eating into the metal 
more than is necessary. 


So there’s a lot more to pickling than just dousing the 
sheets up and down in the acid solution. 


The concentration of the bath, maintenance of proper 
temperatures, the composition of the metal, all must 





SHEET METAL 


be taken into consideration. Afterwards, there’s the 
rinsing of the sheets, and the neutralization of the acid. 


GOHI Sheet Metal is the perfect product it is because 
of the care with which this pickling process and all the 
other mill processes are carried out. 


This care, in combination with the composition of the 
metal — a pure iron-copper alloy — is the reason why 
GOHT is the one low cost ferrous metal you can trust 
under the most severe corrosive conditions, why it 
works easily, lasts long, and cuts both first and last 
costs. 


IT’S THE PURE IRON, ALLOYED WITH 
THE RIGHT AMOUNT OF COPPER, THAT 
GIVES GOHI ITS LASTING QUALITIES. 


GOHI 


PRONOUNCED “"GO-HIGH" 


Write for the name of the Gohi Distributor near you 


THE NEWPORT ROLLING MILL COMPANY... NEWPORT, KY. 
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Here’s the reason 


NE of the most interesting machines in the entire 

plant is this automatic pipe machine. The strip 
of metal goes in one end. Ten seconds later it comes 
out at the other, fabricated into a perfectly shaped 
downspout. Naturally every section made on this 
machine is like every other. 


You don’t gamble with your time when you use Globe 
Products .. . they fit. Nor do you gamble with your 
reputation. 


For 47 years, the name Globe has stood for faithful 
economical service. Globe Products consistently ren- 
der such service because of the metal which gives 
Globe its dependable quality. 


Globe Products are under ONE CONTROL through- 
out every process from the producticn of the metal to 
the finished article — your positive assurance of quality. 


they 
























Building Products 


The Globe Iron Roofing & Corrugating Company 
Cincinnati, Ohio 
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unit cost. 






Series No. 10 Sunbeam Air Condi- 
tioning Unit—the lowest priced 
complete unit obtainable. Cast iron 
heating element. Made in 5 sizes. Btu 
capacity 80,000 to 197,000. C.F.M. 
capacity 900 to 2100. Galvanized 
casing, automatic humidifying and tem- 
perature control equipment optional. 







THE FOX FURNACE 


average size, 


bulings, In we larger market 





AAS OC 
AIR CONDITIONING AND 


The nleuede and successes a 1933 will use iy does heating contre 
only are endowed with personal e intelligence and aggressiveness, tgs le possess 
in addition the important faculties fore 
Foresight must be demonstrated, first of all, = the heating equipment which will be 
handled. For in this era of fierce competition, with buyers expecting their dollars to . 
do double duty, you cannot sell unproven or unknown products. Purchasers 
known, reputable products at little or no difference in cost! ee is no 
worthwhile price advantage to justify taking a chance on an item of comparatively 





Series No. 60 Sunbeam Air Con- 
ditioning Unit. Steel boiler plate 
heating element. Burns oil and coal. 
Made in 5 sizes. Btu capacity 
100,000 to 289,000. C. F. M. 
capacity 1100 to 3100. Automatic 
Humidifying and temperature 
control equipment optional. 






sight and resourcefulness. 


.«. small houses, houses of 


theatres and other 


furnaces ond Kir Conditioning Units, rencuroafuisess 





Interior view of Sunbeam Cast 
Furnace. Features include one 
piece radiator; duplex grates 
(triangular grate bars option- 
al); slip-on fronts; one so 
base; heavy castings; deep 
clean cut joints; and ease of 
assembly. 





COMPANY, ELYRIA, OHIO 


can obtain 
paratively high 

Re ful ired if to fully on the bee market 
sourcefulness is r . you are to capitalize on bease ler 


which is now open to Warm Air Heating 
larger Secaaien ertet fo stores, churches, schools, factories, 
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RESIDENTIAL 
FURNACE EQUIPMENT 





ba deeded, First, to locate every last prospect, and Sccnk Ak, oak sedteclt agent focus 


and above, competitors who are opposing you for each sale. 
You cannot be resourceful without the material with which to be resourceful. Resource- 
fulness reveals itself when you show the prospect how much cleaner heating results from 


a cast furnace with slip-on 


AMERICAN ARTISAN 


fronts—when you get the order by being the only one of 


several competitors who urges a steel heating plant— when you demonstrate that in a 


large house an Air Conditioning Unit is not only immeasura 
the worn out furnace at the same cost as a Standard Code gravity re 
when you sell the architect and wealthy home owner on a 100 
Conditioner when all others are figuring manually fired units. . . 


resourceful without the complete Sunbeam Line? 
soetiateubey Senkia has to offer you. Compare quality. Compare completeness of 


line. Compare help from wm manatacturers., And fooly, 








Interior view of Sunbeam Steel 
Furnace. Innovations are one- 
ce overlapping head on drum; 
Pit height fire-pot; duplex 
grates; electrically arc welded 
joints; direct draft damper out- 
side of casing; heavy boiler plate 
construction throughout. 





Interior view of Gas Automatic Warm 
Air Furnace. Burns gas exclusively and 
economically. Completely automatic. 
Has heavy cast iron heating elements 
for long lived, safe and leak proof 
construction. Standard equipment in- 
cludes thermostat, electric gas valve, 


safety pilots. 


ep! 


bly better, but will replace 
acement job— 

automatic Air 
. But, could you be 


, compare prices! Fill in coupon below. 








The Gas Automatic Air Conditioning 
Unit. Burns gas exclusively. Temperature 


and Humidity automatically regulated. 


Made in 6 sizes with Btu input ranging 
from 70,000 to 420,000. C.F. M. 
capacities 500 to 2900. Installed in 
many of the finest homes erected in 
recent years. 


A Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
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No. 3331 Flush-Type Sidewall Air 
Conditioning Register shown with 
the new No. 3900 Art Molding 
(optional) attached. One of a 
complete line of air conditioning 
registers available in three at- 
tractive grille designs. 


The Most Complete Line 


Fine Registers Anywhere 


Superior in design, workmanship, and air capacity. 
Check this statement. A simple comparison will 
prove it. Finest quality goes a long way in making 
sales and building good will. Standardize on H & C. 
Carried in stock by leading jobbers. 








Left: 


No. 265 cold air face em- 
ploys a greatly improved 
grid construction and _ is 
particularly advantageous 
for installing in floors of 
single thickness. Provides 
large air capacity. Fur- 
nished in new medium-dark 
oak grain and all standard 
finishes. 








No. 110, 2-piece Baseboard Reg- 
ister—Gravity Type. The most 
popular Baseboard Register on 
the market today. 


Left: No. 160, 1-piece Baseboard 
Register, one of five complete lines 
of baseboard registers, made in both 
one and two-piece construction. 





Right: No. 255 provides greater air 
capacity than any other pressed steel 
cold air face. Universally accepted as 
the successor to the wood grille. Most 
popular in oak finish. 

















nyl! br ar 















Right: No. 200 is 
unquestionably the 
finest floor register 
in the field. It is 
made of unbreak- 


Right: No. 7034, one of our 
new damper regulator sets for 





use in forced air and ventilating 
ducts. Made in 14” and 3¢” sizes. 
Each _ set, including cadmium 
plated regulator, a pair of com- 
bination bearings (regular or 
splitter), rivets and serews, is 
furnished complete in an_ en- 
velope. Separate parts as ordered. 
We also manufacture complete 
lines of chain, furnace regulators, 
pulleys, dampers, and the H & C 
Automatic Heat Control. 
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able steel and has a 
larger free face arsa 
than any other 
register of its type, 
due to the com- 
pletely pinched-back 
fretwork. Available 
in oak grain and 
all other standard 
finishes. 
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WARM AIR 


REGISTERS 





HART & COOLEY MANUFACTURING COMPANY 
General Sales Offices, 61 W. Kinzie St., Chicago ; 
Philadelphia, Architects Bldg. 


New Britain, Conn., Corbin Ave. ‘ 


Boston, 75 Portland St. 


‘New York, 101 Park Ave. 
Registers for All Purposes, Cast and Perforated Ornamental Grilles and Furnace Accessories 
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To sell durable Copper... 


AN 





THE AMERICAN BRASS CO. 
General Offices: Waterbury, Connecticut 


simply tell your prospect that 
this metal... because it cannot 
rust... eliminates repairs, and 
saves far more than its slightly 


higher first cost... 


MOST home builders know that metal that rusts 
sooner or later causes expense. They know, too, that 
Copper cannot rust. But the typical home-owner 
does not fully appreciate that sheet metal work of 
Anaconda Copper costs him so little more than rusta- 
ble metal... for gutters and rainpipes, about $35 
(national average) for a 7-room Colonial house. 


It follows, then, that most people will pay a fair price 
for Copper metal work when they understand the 
economies it offers. Remember to say to your next 
customer, ‘Copper will save you far more than its 


slightly higher first cost.’’ 


Leading sheet metal supply houses carry Anaconda 
Copper . . . backed by the-industry’s best known 
name... in sheets, rolls 
and Economy strips, and 
Copper gutters, leaders, 
elbows and shoes trade- 
marked ANACONDA. 





ANACONDA COPPER 
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Make the Right ove 


WIN-with the MUELLER LINE-in 1933 


mo rm VU 


\ dh (h| Double 
Front FU e-« Radiator 
Furnace ; 
single and 
double 
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Riveted aol Welded Gas Era Steel 
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Climator III Unit 
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Horizontal 
Tubular Furnace 


L. J. MUELLER FURNACE CO. ° MILWAUKEE, WISCONSIN 


CHICAGO 

ny bee 5 O) Ei 
MINNEAPOLIS 
OMAHA 

SALT LAKE CITY 
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INDEPENDENT REGISTERS 


Register Equipment with Individuality 


Forced Air and Conditioned Air 
Forced Air and Conditioned Air 





One of five designs—with Bev- 
eled Edge 


One of five designs—with 
Straight Edge 





Independent Rigid Setting Wall 
Frame. Also made for Base- 
board Installation 


"Fabrikated" Cold Air Face—82%, 
Open Area 


Close Mesh "Fabrikated" 
Face—75°% Open Area 





"Fabrikated" was originated by Independent. Years of extraordinary success has proved its merit. Fur- 
nished in Standard or Close Mesh design—Any Size—Any Finish 


"Fabrikated" Floor Registers 





Mission design wall registers 


The proven Independent "Fabrikated" is now 
available in floor registers. Standard or Close 
Mesh designs 





GRILLES, 


Wrought Steel and 
Other Metals 


Three of many Inde- 
pendent designs. 
Made to order in Any 
Size. Your grille prob- 
lems are given indi- 
vidual attention. 

















Mission design baseboard registers 
One or two piece style 
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Register and Manufacturing Co. 


Complete Catalogues Upon Request 
3741 East 93rd St. Cleveland, Ohio 


JINIANIANANIINIZAINIAN 
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L's hard for a Hungry citizen 





a boy whose stomach is empty cannot be 
expected to do good work at school. Babies 
undernourished through another winter may be 
handicapped by frail bodies through life. The hun- 
gry father of a hungry family is hardly the man to 
seek employment with persistence, or to do well on 
the job when he gets it. 


Before you can save a man’s soul it is often neces- 
sary to feed his body. You have no right to expect 
the civic virtues of patience, courage and honesty 
from starving, freezing men and women. If they 
preserve a just attitude towards the laws of the city 
in which they live, it is a miracle. 


This winter, as never before, it is the duty of all 
who are well-clad, well-housed, and well-fed to help 
the less fortunate. The fact that you gave last year, 
and the year before, does not lessen your responsi- 
bility. The fact that you cannot afford a large con- 
tribution must not deter you. The upturn of busi- 
ness with a gradual improvement of economic con- 
ditions does not remove the crisis of this moment. 
Emergency appropriations by the federal govern- 
ment amount to $300,000,000, but they meet only 
half the increased national needs for human relief. 


The rest is up to you! 


to be a (jo0d 


LT igen 


How will your dollars be used? First of all, they 
will feed the hungry, and relieve the absolute want 
of the unemployed. 


They will be used, also, to take care of the sick 
and aged. They will help to maintain hospitals, 
orphanages and schools. They will make possible 
clinics and visiting nurses. 


The dollars you give are invested in, the forces of 
civilization right in your community! 


WELFARE AND RELIEF MOBILIZATION, 1932 


The Welfare and relief Mobilization for 1932 is a cooperative 
national program to reinforce local fund-raising for human 
welfare and relief needs, No national fund is being raised; 
each community is making provisions for its own people; each 
community will have full control of the money it obtains. 


Give through your established welfare and relief organiza- 
tions, through your community chest, or through your local 


emergency relief committee. 


ayti11 8 MAK. 


Newton D. Baker, Chairman, National Citizens’ Committee 
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The MAY-FIEBEGER Line of Furnaces 





























The 
AKRON 


AIR BLAST 
FURNACE 


The 

ATH-A-NOR 
WARM AIR 
FURNACE 























® @ 
DADDY ORIGINAL 
FURNACES FURNACE 
e ) 
remo AND CAPACITIES 
942 2146 2448 2653 : . : 
Number of Furnace........ 3048 4146 4448 4653 652 751 851 DIMENSIONS AND CAPACITIES 
Inside Diameter Firepot om 19 21 24 ™ - 7 132 142 152 162 1 
Depth of Fuel Bed (inches) 13 14 14 15 18 Number of Furnace .............. 232 «24202522622 
Height of Castings (inches) 57 58 58 60 67 72 79 Inside Diameter Firepot (inches).. 19 21 24 26 26 
Diameter of Casing (inches) 42 46 48 53 53 S38 = 58 Depth of Fuel Bed (inches)....... 13 14 4 15 15 
Diam. of Smoke Collar (in.) 8 8 9 9 10 10 10 Height of Castings (inches)....... 52 54 56 58 68 
Size of Feed Door (in.).. 11x14 11x14 11x14 11414 11x17 11x17 11x17 Diameter of Casing (inches)...... 42 46 48 53 53 
Height, Floor to Bottom , " : Diameter of Smoke Collar (inches) 8 8 9 9 9 
Smoke Collar (inches).... 46 46 46 48 55 60 67 Ht., Floor to Bottom Smoke Collar 45 46 47 48 58 
Height, Floor to top of es Be - Ht., Floor to Top of 16-in. Hood.. 68 70 72 74 84 
16-in. Hood (inches). .... 78 A OE Size of Feed Door (inches)...... 10x12 11x12 11x14 11x14 11x14 
ee, bet or (ibg.)1150 1350 1565 1800 2025 2350 2450 Shipping Weight Heater (Ibs.)....1,080 1,265 1,440 1,620 1,850 
uare neches eating a- P rn > ati anacitw 9 7 P 4 
Sacity rocebicmonin dees 510 620 740 «850 «980 1075 1200 Square Inches Heating Capacity... 420 565 700 820 920 
AKRON AIR BLAST FURNACES ARE FURNISHED AS AIR ATH-A-NOR FURNACES ARE FURNISHED AS AIR CONDITION- 
CONDITIONERS, PIPELESS AND ROOM HEATERS ERS, PIPELESS AND ROOM HEATERS 














The The 
SOLID| | NEWARK 


COMFORT WARM AIR 
FURNACE FURNACE 


~ 


@ 
) 
THE 
— QUALITY 
ALL 


Poe ll STEEL 
FURNACE 


























@ 
& 
DIMENSIONS AND CAPACITIES 
547-747 549-749 551-751 555-755 

Number of Furnace............... 638-838 640-840 642-842 646-846 DIMENSIONS AND CAPACITIES 
Inside Diameter Firepot (inches).. 18 20 21 24 i 
Depth of Fuel Bed (inches)......... 12 12 13 14 Number of PUrQnee 2... ccccccccces 20-40 22-42 24-46 26-48 30-56 34-60 
Diameter of Casing (inches)...... 88 38 42 46 : 
Diameter of Radiator (inches)... 32 32 36 40 Diameter of Comb. Chamber (in.).. 20 22 24 26 30 34 
Diameter of Smoke Collar (inches) x 8 8 9 Height of Furnace (inches)....... 56 565656 KC 
Height Castings (inches)........... 46 46 50 54 ? : t 
Ht. to Bottom Smoke Collar (inches) 86 86 39 42 Height of Radiator (inches)....... 36 36 36 36 36 36 
Ht. to Top of 14-in. Hood (inches) 61 61 65 69 - : P 
Size Feed Door (inches)........... 11x13 11x13 11x13 12x15 Diameter of Grate (inches)........ i = = a * 
Shipping Mh RA eae B i ) = E 900 1,100 Total Heating Surface (inches) ....5,480 6,315 6,670 7,022 8,273 8,977 
Square Inches Heating Capacity 460 “610 - ‘ - 
SOLID COMFORT FURNACES. Ate FURNISHED AS PIPELESS Area of Grate (sq. inches)........ 201 258 314 3884 536 719 

T Maxi y Air Pipes........ 90 490 575 5 7 
500 Series—Flat Bar Grate 700 poe od Flat, Revolving, ete bet ars ar Pipes : 5 OCHO 1808 
600 Series—F lat Bar Grate 800 Series § Upright Shaking Grate Shipping Weight (lbs.)............ 700 780 850 900 1,080 1,250 


























The MAY-FIEBEGER COMPANY, Newark, Ohio 


AKRON BRANCH: 807 MOON STREET, AKRON, OHIO BARBERTOWN BRANCH: 987 WOOSTER ROAD, NORTH 










































. » FROPICO 
Aire*Flo Units 


Low in price. Pleasing in appear- 
ance with blended curves from the 
oval casing to the rounded corners 
of the blower and filter cabinet. 


Allin one compact unit that has the eye appeal 
and price which makes sales easy. Everything 
completely enclosed. 


Units in four sizes from 70,000 to 140,000 B. T. 


U. delivery at the registers. Suitable for coal, 
oil or conversion gas burners. 
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DeLuxe TORRID ZONE 
Aire=Flo Units 


Includes the new riveted steel Torrid Zone forced air fur- 
nace, special rectangular steel housing, silent blower, suf- 
ficient dry filters for complete heating season, air washer 
and controls. 


The washer is an ingenious new Lennox design that re- 
circulates the water. It does a better job of air washing 
without danger of over-humidification. No water waste 
—no basement drain needed. Space is provided for the 
addition of cooling coils for positive summer cooling and 
de-humidification. 


All working parts completely enclosed. Compact and at- 
tractive. Finished in crystal colors. Built in sizes from 
80,000 to 300,000 B. T. U. delivery at the register. 


LENNOX FURNACE CO., INC. 


Marshalltown, lowa Syracuse, New York 
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. » » With a Complete 
New Line of Engineered 


AIRE=FLO Units 


These are not gravity furnaces with fans and air wash- 
ers—but a line of complete new units engineered for 
correct AIRE-FLO operation. Air is delivered to all 
pipes at equal temperature and velocity. 


As simple to install as a gravity job. Many parts are 
already assembled when you get them. Moving parts 
are isolated from sheet metal housings for absolute 
silence. 


In any forced air system the furnace must be absolute- 
ly tight to prevent the static air pressure in the casing 
from leaking into the furnace. A leak gives you forced 
draft and makes it impossible to control house temper- 
atures. All Lennox AIRE-FLO units are built around 
pressure-tight steel furnaces. 


A new and still more simple AIRE-FLO installation 
code assures you of trouble free jobs. New controls— 
Lennox designed—for both winter and summer. 


Lennox sales engineers—trained in AIRE-FLO work 
help you design, sell and install AIRE-FLO systems— 
a service which is not matched by others. 


THIS IS ONLY A SMALL PART OF THE 
STORY—WRITE FOR THE REST. 


LENNO 
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..s» meets 
this trend 




























Torrid Zone Tropico 


AIRE-FLO HEATING UNITS 
















AMERICAN ARTISAN December, 1932 




















ee ARN’S 
” 
grt SAY 


















= Osborn Roofing Tin & 
‘‘OsbornQuality’’O.G.Gutter 
‘‘Osborn Quality’’ Eaves Trough 
‘‘Osborn Quality’? Conductor Pipe 
‘‘Osborn Golden Star’’ Hangers 
‘‘Osborn Golden Star’’ Solder 


Are high grade products recommended for your use. 


1 
7 


OSBORN 
SMOKE PIPE 
AND FITTINGS 
FIT 





OUR NEW 


GOLDEN STAR 


OSBORN WARM AIR FURNACE OSBORN 
DIE STAMPED Is An Efficient and Economical Heater! ADJUSTABLE 


TEE ASK FOR PRICE AND PRINTED MATTER ELBOW 


THE J.M. R LA. 
—OSBORNO— 
DETROIT—CLEVELAND— RN 
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When You Want to Give a Job 


DISTINCTION 


Trade Mark Reg. U. S. Pat. Off. 


How many feet of chain will your next sky- 
light contract need—the next warm air fur- 
nace that you sell? What will be the cost of 
ordinary chain? Certainly not an important 
item in the finished job. 


Then why not use Bead Chain and give 
distinction to your work? The extra cost is 
small. In the electrical and plumbing fields 
Bead Chain has long since proved its worth 
over ordinary chain. It has the same ad- 
vantages for you— 


Non-Kinkable—Each bead revolves upon 
én axis of its own. 

Strong—A guaranteed tensile strength 
for every size. 

Stays clean—Dust and grease have little 
space to lodge. 

Bright—A highly polished brass, nickel 
silver or polished chromium plate fin- 
ish is possible. 

Attractive—Beads are a decorative item 
for any purpose. 


Bead Chain is made in sizes and finishes to suit 
your needs. (See list below, or let us know your 
problem). Sold in assemblies with couplings at- 
tached, in cut lengths, or reels, with couplings to 
meet requirements. 


No. 10 Chain. Brass, nickel-silver, or polished 
chromium plate. %%" beads. Tensile strength 
50 lbs. On 50 foot or 500 foot reels, or in cut 
lengths or assemblies. 


No. 13 Chain. Brass, nickel-siiver, or polished 
chromium plate. 14” beads. Tensile strength 
125 lbs. On 25 foot or 250 foot reels, or in cut 
lengths or assemblies. 


>: 
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Samples and prices on request, for your stock 
or special jobs. Write direct. 


THE BEAD CHAIN MANUFACTURING CO. 
Bridgeport Connecticut 
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Let us introduce to you 


AIR CONDITIONING 
FOR COMFORT 


This Brand New Book Gives Sales Points —Complete Engineering Data 
—and a Reliable Background for Your Knowledge of Air Conditioning 





A” CONDITIONING FOR COMFORT is brand new— 
the first complete book to give the “whys, hows 
and what withs” of engineering for conditioned air. It 
is written in concise, clear language that ably answers 
the flood of questions being asked about this big subject. 


Its 256 pages are alive with the tables, diagrams 
and essential data which an engineer or contractor 
must have to properly estimate or design a job, be it 
skyscraper or cottage. They set forth the practical 
formulas for computing all the components of the 
various heating, cooling and de-humidifying systems. 


Samuel R. Lewis, who wrote the book, is a pioneer 
in the development of the design of plants cooling for 
comfort, is past president of the American Society of 





CONTENTS OF AIR CONDITIONING FOR COMFORT 


Chapter 1.—Explanation of Terminology. 

Chapter 2.—Instruments of Service in Air Conditioning. 

Chapter 3.—Relation of the Human Body to Air Conditioning. 

Chapter 4.—The Influence of the Type of Heating System Upon Air 
Conditioning. 

Chapter 5.—Heat Transmission Through Building Materials. 

Chapter 6.—Calculations for Air Conditioning Requirements. 

Chapter 7.—Sunshine, Evaporation, Air Leakage and Lighting. 

Chapter 8.—Air Distribution Within Rooms of Cooling Systems. 

Chapter 9.—Controlling the Temperature in Air Conditioning Systems. 

Chapter 10.—Water Circulation in Heating and Cooling Systems. 

Chapter 11.—Air Ducts in Heating and Cooling Systems. 





Chapter 12.—Computations for an Actual Design. 





ANSWERS SCORES OF SUCH QUESTIONS AS THESE: 


—What are the strong points of the different cooling compounds? 
(See page 26) 

—What are the different humidifying devices available?—dehumidify- 
ing devices? (See page 8) 

—What is relation of the human body to temperature— 
moisture — motion — chemicals — radiation — con- 
vection—evaporation—sensible and latent heat? 

(See page 42) 

—What cooling system will work best with the 
various heating installations? (See page 60) 

—How do you calculate air conditioning re- 
quirements? (See chapter 6) 

—What is the reasonable temperature and 
humidity for satisfactory artificial 
cooling of living quarters? (See 
table 2) 
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Heating and Ventilating Engineers, and is a consulting 
engineer with an impressive record of large and small 
heating and cooling installations to his credit. Out of 
these achievements has come the exhaustive knowledge 
and qualifying experience which makes Mr. Lewis such 
an admirable choice to write this authoritative book on 
AIR CONDITIONING FOR COMFORT. 


You have the opportunity at last of completely 
informing yourself on the merits of the various air 
conditioning systems. Send us $2.00 and AIR CON- 
DITIONING FOR COMFORT will be mailed you promptly 
—with this additional promise—that if you do not want 
to keep it, you may return it within ten days and we 
will refund your money. 


36 Tables, 94 Figures, Charts and Diagrams in This New Book, 
of Which the Following Are Examples: 


Figure 4—Capillary type of humidifier. 

Figure 11—Diagram of silica gel cycle for removing moisture from air. 
Figure 16—Psychometric chart with comfort zone. 

Figure 21—Utilization of city water for house cooling. 

Figure 25—Coefficients of heat transmission through building materials. 
Figure 42—Heat transmitted by evaporation. 

Figure 54—Layout of a humidity and temperature control system. 
Figure 62—Layout of a simple parallel return heating cool ing plant. 
Table 1—Méixtures of air and saturated water vapor. 

Table 36—Conversion Tables. 
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Our Prices are Down 


and Our Sales are Down 
» » but Our Quality and 
Our Heads are Still UP! 


¢ 


ANDY PIPE continues to be made 

of the finest sheets, by the most 

skilled workmen operating the most 

accurate machines that have been 
devised. 


And the time WILL come again when 
great quantities of it will be going into 
fine, new, MODERN American homes 
—and the HANDY PIPE will be "on the 


job" in those homes long after you 
have quit wishing your friends a 


“MERRY CHRISTMAS!" 


¢ 


F. MEYER & BRO. CO. 
PEORIA —ILLINOIS 






































26 AMERICAN ARTISAN December, 1932 


THE MEYER FURNACE 
COMPANY LINE IS 





. . « and, in addition to being 





complete, this line is priced in 
keeping with present day trends 


pee with the beginning of another year prices 
on the 600 Series WEIR Furnaces are being 
THE WEIR Wood Burnin reduced from $14.00 to $22.00 per furnace, 
a q | according to size, this new price level being the 
/ . ial lowest ever on this most highly developed of a 
50-year-old line. (Proportionate reductions on 


other Series.) 


The WEIR Brick-Set Furnace 


Nor has quality been sacrificed in the least 
to make these price reductions possible. On 
ee ee the contrary, the same high standards of manu- 
_ , ; facture are being maintained, and a number of 

. notable improvements added. 


Decide now, for the beginning of another year, 
to become identified with the line which is not 
only complete, but is backed by a known policy 
of Dealer protection and co-operation, and has 
the quality and price appeal essential to in- 
creased sales and profits. 


ASK ABOUT OUR 1933 PROPOSITION 


The MEYER Gas-Fired 
Air Conditioner 


ve a Vy 


ANNIVERSARY 
'“ IR U ~ 





HE Meyer FURNACE GoMPANy 
fan PEORIA, ILLINOIS 
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A Field Manual of 


Prospecting for Sales 


taken from the experience of 


successful contractors all over 


HIS is a collection of suc- 

cessful ideas on the job of 

prospecting for business, in- 
tended as a reference section for 
dealer readers of AMERICAN ART- 
IsAN. We do not give these ideas 
here as representing all that any one 
contractor should do now, or 


the country 


building owner to say that he’s in- 
terested—that isn't what is meant by 
alertness. He’s quick to catch the 
slightest indication that there is a 


It 


prospective job in the wind. 
may be only a tip casually dropped 
in conversation; or it may be a 
reading notice in the paper. The 

point is that, no matter how he 





at any one time. But business 
will improve and there is cer- 
tainly no likelihood that it will 
be any less necessary to know 
something about merchandising 
in the future than it is now or 
has been in the past. Here is 
a collection of selling ideas to 
which the reader may refer 
from time to time when he is 
about to launch a new selling 
effort. Taken in connection 
with the listing of products in 
this issue, it suggests a number 
of ways to increase sales. 
Before setting down the va- 
rious practices that have actu- 
ally been developed out in the 
field, two general 
thoughts will be in order. Mer- 
chandising is selling ; it is any- 
thing that is done to persuade 
another to buy. There is one 
qual:ty that is common to all 
good merchandisers—alertness. 


one ofr 





Such men are on their toes, 
and they are quick to get hold 
of two things: First, they are 
quick to recognize a prospect, 
to seize upon a possible sale 
and, second, they know how to 
analyze a product in order to 
discover its selling points. 





MY BEST PROSPECTS 
ARE— 


In the form below, write the names of just 
ten prospects you know have money they 
could spend for your service. This page 
tells you how to use the list: 


Prospect No. | 
Should buy 


Prospect No. 2 
Should buy 


Prospect No. 3 
Should buy 


Prospect No. 4 
Should buy 


Prospect No. 5 
NS is see ae aeaen <a 


Prospect No. 6 
Should buy 


Prospect No. 7 
Should buy 


Prospect No. 8 
Should buy 


Prospect No. 9 
Should buy 


Prospect No. 10 
Should buy 


Sane ee see ee ee eeanevesevnoae ses 


a ee oe ee a 


- 6's 0: 6:6,044 @ OOS +S 6 OO 98 W106 
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hears of a possible sale, he 
doesn’t miss a chance to see 
just how much of a chance he 
has. He's like the well-trained 
football player who smothers a 
fumble. 

Recently we talked with a 
contractor who was told cas- 
ually that some remodeling 
work was going to be done on 
a certain building. There was 
nothing to indicate that this 
contractor’s services would be 
required. But he made sure— 
with the result that he sold a 
$1,700 job. That same con- 
tractor sold a $1,300 job in a 
residence, merely because the 
owner had expressed a desire 
to know something about 
forced air heating. It started 
out to be a $300 furnace re- 
placement job. His alertness 
in capitalizing on the fact that 
the owner was curious about 
forced air heating added one 
thousand dollars to the job. 

On the other hand, when it 
is said that a man must know 
the products he sells, it means 
more than that he must know 
just how they operate. He 
must know how to show the 








A good merchandiser doesn’t 
wait passively for a home or 


The explanation of this form for listing im- 
mediate sales possibilities is given in the text 





prospective purchaser how 


that product will meet a need. 
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It is said that there are five rea- 
sons why people buy: Utility, Style, 
Economy, Convenience, Depend- 
ability. It is up to the dealer to 
be able to analyze a product and 
show his prospect where it meets 
those five desires. 


"Prospecting" 


The first job, therefore, is to lo- 
cate prospects. And the first thing 
to remember about that word pros- 
pect is that it doesn’t always mean 
a new customer. Your best pros- 
pects are among your old custom- 
ers. You know the equipment 
they have, you know their needs, 
and you should know something 
about their ability to buy. 

In order to develop sales. among 
old customers we know of nothing 
that is more sound than the “Ten 
Best Prospects” plan which we of- 
fered in August of this year. We 
reproduce the very simple form 
which represents the main job under 
this plan—a job yow start right at 
your desk. You certainly know ten 
people in your community who need 
something you can furnish—and 
who have the money to pay for it. 
They may not have bought because 
no one has taken the trouble to try 
to sell them. List those ten people; 
below the names list what they 
should buy. Then get them on the 
telephone, call on them, write them 
special letters, and keep after that 
list of ten until you’ve sold them 
(and it has been done, under this 
plan). Then go to work on another 


This coupon was used to pull in- 

quiries from newspaper ads. Of- 

fering a booklet free is another 
help 
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Make sure that advertising in news- 
papers has real “pull.” How to do it 


is told on this page 


list of ten. It gives you a concen- 
trated plan on which you don’t have 
to spend a cent, if you don't want 
to and will merely invest the time 
necessary to make the calls. It 
will give you an opportunity, too, 
to study your card files or your 
ledger sheets where you will un- 
doubtedly run across sales oppor- 
tunities you haven’t thought of up 
to now. 

It is worthwhile, in this con- 
nection, to think of store location 
as one source of prospects. Deal- 
ers are familiar with the exhaustive 
studies which the chain organiza- 
tions make before deciding upon a 
location. Each dealer must do some- 
thing of the kind for himself. He 
must locate his store with reference 
to the type of work he wants to do 
near the type of people he wants 
to deal with. He will seize imme- 
diately upon strategic advantages. 
One Texas dealer located his store 
next to a large public market, be- 


MAIL THIS COUPON 


Call and inspect my heating plant, without obligation to me. Give me 


estimates on 


CL] New heating system 
[] Overhauling my present plant 


ee) 


ee 


ENTERPRISE FURNACE COMPANY 


106 Exchange Street 


PHONE 1111 
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lieving that it was necessary to have 


as many people as possible see his 
display. In addition to this advan- 
tage, his store was on the corner. 
A convenient short-cut to the mar- 
ket through his store was inviting- 
ly held open, with the result that 
many women saved the few steps 
around the corner by passing 
through his display room. This is 
exceptional, of course. But it in- 
dicates that prospects will be pro- 
duced if the dealer is alert to the 
surroundings of the location where 
he plans to put his own store. 

Now let’s make a brief review of 
a number of ideas that have been 
used to locate prospects. First, 
every step must be taken to assure 
the dealer that the name and ad- 
dress of any one entering the store 
is secured, no matter how small 
the. purchase or how unimportant 
the matter which brought him in. 
You invest in a store in the hope 
that people will visit in. When 
they do, you make your investment 
pay a return by adding such visitors 
to your prospect list. 


Bringing the Inquiry 


Let us assume that the dealer is 
undertaking a newspaper advertis- 
ing campaign. It is a fact, of 
course, that this type of advertis- 
ing is only the entering wedge. We 
do not sell complete heating systems 
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through a newspaper ad. We 
hope, at best, to produce a tele- 
phone call. But why not take a 
leaf from the practice of national 
advertisers? Why not add a cou- 
pon to our newspaper copy, some- 
what like the sample given here? 
This makes it easy for the reader, 
who is conscious of a need for the 
service we are advertising, to fill 
out the coupon, and it is an addi- 
tional urge to action. If we only 
tell him to phone us, that’s one ef- 
fort to get him to act. If we tell 
him to phone or to fill out the cou- 
pon, that’s two times we ask him 
to do something. 

One way to give the coupon 
greater pulling power is to offer 
something in exchange for it. If 
you can get a good piece of edu- 
cational literature from a manu- 
facturer, for instance, telling about 
forced air heating, about air con- 
ditioning, or about the uses of sheet 
metals, then let your coupon be a 
request for a copy of that booklet. 
Naturally, instead of mailing it, 
the thing for the dealer to do is to 
take it in person and so make good 
his point of contact. Another of- 
fer to increase the pulling power of 
the coupon is that of a free inspec- 
tion of equipment now in use. 

It is highly important that there 
be a written report turned in and 
placed on file of every home in 
which the dealer or his mechanics 
have been called. We say a written 
report, because such reports become 
the basis of a good follow-up sys- 
tem, showing the dealer just how to 
direct his sales efforts-and eliminate 
the waste of trying to sell people 
something they already have. Such 
reports should be put upon a form 


Mechanics should be instructed 
to report on equipment in every 
house where they do work 
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An intelligent girl at the telephone can 
locate prospects. One contractor has 
had as many as six leads out of ten 


calls 


of prospect card. These cards may 
then be filed in two ways—either 
one card for each product a home 
may stand in need of, or one card 
for each prospect with various 
colored tabs to indicate the products 
which are needed and may be sold. 
Without such a system of keeping 
prospect records—and it need not be 
elaborate-—many sales opportunities 
will be passed up. 

Most dealers are familiar with the 
canvass method of securing pros- 
pects. There are a number of vari- 
ations of the scheme, which will 
be touched upon later. But what 
many dealers do’not realize is the 
fact that the girl in the office can be 
used to locate prospects over the 
telephone. One dealer, who had 
been using canvassers, found that 
it was costing him ten cents per 
name, which he considered too high. 
He changed to the telephone, and 
brought the cost down to three cents 
a name. He simply phoned each 
home in the districts he intended to 
canvass. 

Another dealer, recently, has 
worked out a very satisfactory idea. 
Going to a local plant that was idle, 
he secured the names of a number 
of men who were then out of work. 
After sifting these men, he had two 





who measured up to the qualifica- 


tions he desired. 


Successful Surveys 


The home survey may be used 
along with some form of canvassing 
to produce prospects. One New 
York state contractor worked out a 
survey card. He used eight men, 
in four teams, and sent them into 
different sections of the surrounding 
country. These men visited every 
farmhouse and learned what type 
of heating equipment was _ being 
used. At the end of thirty days 
they had turned in six hundred 
names of people regarded as ripe 
for a change in heating equipment. 
Although no effort was made at the 
time to sell these people, seventeen 
sales were made in homes where the 
demand was immediate. Also the 
survey resulted in the sale of a num- 
ber of accessories carried by the 
firm, the need for which was un- 
covered during the canvass. 

Here are the actual results of one 
canvass. A Michigan dealer placed 
a classified advertisement in the 
local newspaper for a group of 
women to make house-to-house 
calls. Of those applying, ten were 
selected, all of a fine type. They 
were paid thrée cents a name for 
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One form of survey card that 
was used in a highly successful 
drive 


each survey card turned in. Sales- 
men then followed up the prospects 
developed. The results in terms of 
sales were $9,720. All costs, in- 
cluding overhead, commissions and 
the cost of the women’s service were 
$8,119.40, leaving a net profit of 
$1,150. The product pushed was a 
room heater. 

One interesting survey result will 
indicate a good approach and also 
how sales will result before anything 
definite is undertaken. This North- 
west dealer instructed his “‘sur- 
veyor”’ to present the matter in this 
light: As the home owner’s neigh- 
borhood dealer, it would be of ad- 
vantage to the prospect for him to 
know just what was in the house so 
that, in case of a need for emerg- 
ency service, he would have all of 
the necessary information on file. 
This dealer built a list of 3,000 
names, each name accompanied by a 
ist of the equipment then used which 
enabled him to direct literature on 
various products to the places where 
it would do most good. Incidental 
to the canvass, sales were developed 
to an amount five times the cost of 
having the survey made. 

As we said at the beginning of 
this review article, merchandising 
is largely a matter of alertness to 
opportunity. Perhaps the most 
novel method of locating prospects 
which has come to our attention is 
that practiced by a southern con- 
tractor. When this firm has bid on 
a job, and lost it, that names goes 
into the “lost jobs” prospect file. 
The peculiar fact about this file is 
that, when such people are followed 
up during the course of the year 
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Heating Survey 


Name SP re ; Bio aoe 
Street and Number............... 
Owner ..s0% Re ree A ee 


Type of Heating Appliance Now Used 


Btove...63% Fire Places...... Basement Furnace......Hot Water...... 














following the instaliation of the job, 
further sales opportunities are 
found. It is hardiy necessary to 
comment upon the alertness of this 
dealer. 


Classifying Prospects 


In closing this brief review of 
methods of locating prospects, let us 
give a word-for-word plan as 
worked out by one dealer to classify 
his prospects—the list to be used 
particularly in running down sales 
of oil burners: 

1. Determine property owners 
and classify as to those living in 
homes and otherwise. 

2. Classify renters according to 
type of home they occupy and finan- 
cial responsibility. 

3. Divide entire city into zones 
and then classify zones as above. 

4. Start mailing list for series of 
letters. 

5. Pick out districts first that 
contain the better class which de- 
mands conveniences. 

6. Newspaper advertising regu- 
larly, to correspond with the idea 
carried in the letters. 


A prospect card, showing the 
two sides, and how records are 
kept of literature sent 


7. Up-to-date showroom with 
working demonstration. 

8. Personal call on prospects 
first as mentioned in paragraph five. 
Then follow through in zones. 

This contractor’s comment on the 
system is timely: ‘Classification of 
prospects eliminates duplication and 
wasted time on impossible prospects 
is cut to a minimum. By concen- 
trating on paragraph five immediate 
sales will be obtained.” 

In the matter of classification of 
prospects, certain types of dealer 
will find it highly advantageous to 
concentrate on, say, the professional 
classes—doctors, dentists and law- 
yers, as well as business executives. 
One dealer made a list from a di- 
rectory of managers, secretaries and 
treasurers of corporations, banks, 
etc. Another dealer has found it 
possible to make appointments with 
professional men over the telephone, 
having a brief statement ready to 
make when he telephones and ask- 
ing for just a few minutes at the 
prospect’s convenience. 


How to Keep the Prospect List 


The reason for keeping a pros- 
pect list is to use it. It is not 
something like a letter file into 
which you throw correspondence on 












































FILE NO. 1°25 7 9:42 18 16-17 29°21 23°25 ST 20 Si SUBJECT 
Business Class 
. Jan. 
NAME Feb. 1st Letter} Follow-Up | Inquiry Answer Misc. 
Mar. Date Date Date Date Date 
ADDRESS April 
May 
Write to June 
July 
Aug. 
Other Sept. 
Officers Oct. 
Nov. Transfer to Live Prospects Inquirers 
Other side for direct-mail-sales data Dec. Sales Future Prospects 
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a subject that is closed. A pros- 
pect file should be a living thing— 
changing daily, with names being 
added to it and taken away from it, 
a constant reminder of the fact 
that there are sales opportunities in 
the homes and apartments, or places 
of business, that are listed. The 
file should be kept so that it will 
yield any piece of information you 
want about a given house. The best 
example we have seen was the file 
of a contractor who, over a period 
of time, had secured complete in- 
formation on every house to which 
tls mechanics were called. Where 
he carried it one step beyond the 
average good list was in this: He 
knew that one thing or another 
should be and could be replaced at 
a profit to the home owner, and he 
knew that sooner or later he would 
have a telephone call from that 
home. Therefore, on the card it- 
self, he had figured to the last penny 
what the replacement of any par- 
ticular item might be and when the 
customer did call, this dealer 
could turn to the card and give an 
immediate installed cost. 

The first point to bear in mind is 
uniformity—have entries on each 
card made as they are made on all 
other cards so that a quick check 
may be made of those who could 
and should install a humidifier, con- 
trols, etc. It isn’t necessary to go 
into any elaborate, costly arrange- 
ments. We have seen a home- 
made prospect card, bearing the re- 
sults of a survey which indicated 
the needs in that home, and bearing 
a completed record showing that 
75 per cent of the possible sales had 
been made. A better record could 
not have been made with the most 
costly filing card system on the 
market. 

The dealer to whom the cards in 
the prospect file are really pictures 
of homes, with human beings liv- 
ing in them, will sell. 

If there is a girl in the office, 
it should be her special job to see 
that changes are made promptly in 
the mailing list, from whatever 
source they come. Various esti- 
mates have been made as to the 
turnover of names on any mailing 
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Street 


No. 





Owner’s Name 


Phone 





Name of Furnace 


No. and Size 





Mfg. Address 





Size of Smoke Pipe | Length 


Elbs. | Ang. Tees 





No. of Heat Pipes, 8” | 9” 





No. and Sizes C. A. Pipes 


10” | 12" | 14” | 


| | 





Condition of Grates 


| Fire Pots 





Does Furnace Need Cleaning? 





Remarks: 











Inspected by 


Date 














Above is a canvassing card. Every scrap of information needed is listed. 
These are filed for follow-up. 


list; the important point to be 
borne in mind is that there are 
changes, and they must be noted. 
People move away, letters are re- 
turned, the head of the business 
hears something to indicate a change 
in the status of the prospect. All 
these things, entered briefly, give 
him a clearer picture of his chance 
of selling a particular prospect. If 
this watch is not kept on the mail- 
ing list, there will be wastage of 
postage and circulars and costs of 
mailings will mount as the list gets 
older and older. 

An example of what we mean by 
a contractor’s use of his own know!- 
edge of his community comes to us 
from Philadelphia. Here a very 
successful dealer has his place of 
business in a community where it 
was estimated that 90 per cent of 
the people owned their own homes. 
Such facts, brought out by surveys 
made by local chambers of com- 
merce, newspapers, etc., will be of 
value to the dealer who takes them 
into consideration. In this case, 
when the new store was opened it 
was obvious that there would be no 
need for any kind of a house to 
house or other extended survey of 
the community. For him, the tele- 
phone list was an inexpensive source 
of names for his earlier mailings. 


Reaching Groups 


In good times, some consideration 
must be given to efforts to reach 
groups. Familiar ways are to take 


part in local fair or model home pro- 
jects. But a number of dealers 
have found it valuable to contact 
local church clubs, or women’s 
clubs. By offering to make a small 
donation—usually $10—to the club 
if a certain minimum attendance is 
secured for a demonstration, it has 
been found possible to carry on a 
series of weekly meetings over a 
long period of time with resulting 
prospects and sales. In fact, one 
such plan netted specialty sales of 
$13,950. When things are going 
stronger, what will be more inter- 
esting to a group of women than 
to have a meeting during which they 
will have demonstrated to them the 
advantages and the methods of air 
conditioning? Refrigeration, gas 
ranges and other products have 
been sold in this manner. With the 
increasing interest in air condition- 
ing, there should be no difficulty 
whatever in securing attendance to 
listen to a good presentation of the 
subject. 

We caution our readers again not 
to discount these ideas because of 
prevailing conditions. Things are 
not going to remain indefinitely at 
present levels, and retailers should 
have learned the lesson that the 
future is going to call for an inten- 
sive type of merchandising from 
them. Now is a good time to study 
the subject, and to prepare for the 
time when there will be a definite 
upward trend, and to use these ideas 
for immediate business, 
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1932-A\n Important Period 


IEWED from the — stand- 

point of developments likely 

to influence future business, 
1932 has been an important period 
for the sheet metal industry. 

Due to the falling off in large 
building construction, 1932, declare 
some authorities, seemingly marks 
the end of the period of elaborate 
construction in which sheet metal 
played an important ornamental 
part and has ushered in a period 
in which quality of construction will 
be given paramount consideration 
by owners, architects and _ engi- 
neers. 

While this decrease in spectacular 
metal application has caused some 
loss to the industry, the less spec- 
tacular, but more substantial metal 
application now in vogue will un- 


questionably result in more business 
for the industry as a whole and in 
a more general public acceptance of 
the important role metal must play 
in substantial construction. 

Offsetting the spectacular orna- 
mentation of 1930 and 1931, this 
year has witnessed increased use of 
sheet metal for roofs, cornices, wall 
and roof flashing, masonry protec- 
tion, and all general types of protec- 
tive application. 

Undoubtedly one of the most im- 
portant developments of the year 
is the progress occurring in the field 
of ventilation. Where a few years 
ago school houses and movies con- 
stituted about the only use of ven- 
tilation, today industry, business, 
amusement, public buildings, and 
even residences have turned to ven- 


In Sheet Metal Progress 


tilation as insurance for summer and 
winter comfort. 

It is important to note that this 
adoption of ventilation has lead to 
a new industry—air conditioning— 
a stepchild which seems destined to 
become one of the most far reach- 
ing and profitable developments of 
recent years. Introduced under 
conditions adverse to general adop- 
tion, air conditioning has neverthe- 
less made remarkable progress and 
received wide acceptance. 

Regardless of the heating medium 
used in winter or the cooling 
medium used in summer, air con- 
ditioning is chiefly a sheet metal fab- 
rication and erection problem. It 
will remain a sheet metal operation 
just as long as the sheet metal con- 
tractor controls metal working labor 





Ventilation and air conditioning have today assumed a place of great importance in the plans and 


activities of the sheet metal contractor. 


field still more profitable in the future 


Universal acceptance of conditioning’s value will make th’s 
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The sheet metal fabricated house 

may be our answer to low cost 

housing. If so, the metal fabri- 

cator will shortly be “big 
business” 


and is equipped to fabricate and 
install. 

Owners and builders of homes 
have been talking for years of low 
cost housing—first to offset high 
labor and material prices, and now 
as a means of securing types of 
houses which, in addition to being 
low in cost, can be designed and 
equipped to provide all of the con- 
veniences we consider advantageous. 

Probably the most interesting de- 
velopment in the march toward this 
objective is the opening this year 
of several metal fabricated houses. 
These houses demonstrate how metal 
can and probably will lead the way 
from accepted types of architecture 
for homes and introduce modern de- 
signs which make possible living 
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Some of these houses do not de- 
part radically from present and past 
design and to casual observation re- 
semble accepted architecture. These 
houses obtain through the use of 
metal in various forms, substantial 
savings in cost and make possible 
such features as air conditioning, 
cooling, ventilation, fire resistance, 
low cost and permanence at low 
maintenance expense. 

Much of our present speculation 
concerning who will fabricate and 
erect these metal houses can be set- 
tled by saying that where mass pro- 
duction is adopted mass erection will 





1932 has marked the turning from spectacular to protective sheet metal contrac‘s. 
This change in thought will mean more widespread and more profitable metal 
contracts 


betterments which are difficult to 
incorporate under present designs. 





“Tin” roofs, which may or may not be tin, have experienced good and bad times 
before. In several parts of the country the tin roof is now on the climb to public 
acceptance 


undoubtedly follow. However, mass 
production must depend upon mass 
acceptance for its success which in 
turn depends upon mass population 
within economical delivery distance 
of the producing center. Therefore, 
in most parts of the country, the 
metal house will probably be fabri- 
cated by sheet metal contractors 
working from designs and patents 
of their own or held by others. 
Who sells these houses and takes 
the profits will depend, of course, 
on the individual organization. 
Where the sheet metal contractor 


has or will establish a sales organ- 
ization these sales profits as well as 


the fabrication and erection profits 
will accrue to him. 
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With economy the watchword in business, metal ceilings for offices, stores, fac- 
tories, homes, are now enjoying a remarkable revival. They insure low mainte- 
nance, fire resistance, safety, sanitation and commendable appearance 


Contrasted against this picture of 
mass production of a new specialty, 
is the picture of the 1931 specialist 
who when his special field felt 
the loss of contracts did not sit 
down and wait for business to come 
back, but turned to kinds of work 
which he did during the years 
when he was working up. For 
instance one contractor we know of, 
who spent several years in ventila- 
tion work, turned to kalamein fabri- 
cation, to house roof repairs, to in- 
dustrial exhaust and collection sys- 
tem repairs, and all sorts of building 
alterations and repairs. 

Bulked against the business done 
by the firm five years ago these at- 
tempts to keep the shop open seemed 
trivial, but men were given work, 
machines were operated, overhead 
cut down and some small profits re- 
turned. Undoubtedly this same pro- 
cedure has been followed in large 
cities and small towns—it has led 
to the return of all around operation 
in place of specialization. In view 
of the entire country’s trend toward 
the same end, this movement can be 
viewed with satisfaction rather than 
with alarm. 

Equally interesting is the wide- 
spread growth in specialty manufac- 
ture. In former times the specialist 
and the general operator had little 


time for developing or manufactur- 
ing any specialty which required 
special equipment or operations or 
sales or distribution problems which 
interfered with his established line 
of activity. 

Today the picture has changed 
and large and small shops are now 
fabricating and frequently selling 
some specialty which they have de- 
veloped or have taken on to manu- 
facture. Most contractors are limit- 


ing their specialty efforts to manu- 
facturing, leaving the sales work to 
other distributing agencies. 

This development of the specialty 
business, coupled with the return of 
thousands of shops to all around op- 
eration, has noticeably stimulated 
interest in materials — especially 
new metals. Ventilation contractors 
working in galvanized iron with per- 
haps some small poundage of copper 
previously had little interest in stain- 
less steels, lead coated copper, zinc, 
aluminum, lead, ete. Now, how- 
ever, when these same firms are do- 
ing a varied line of work they have 
awakened-to the possibilities of all 
the many kinds of materials and 
have found metals which they can 
use in stimulating and developing 
new lines of activity. 

The picture presented in sheet 
metal contracting during 1932 and 
for 1933 is, then, exceedingly stim- 
ulating, providing the viewer does 
not let his concept of profitable op- 
erations as exemplified by the 1924- 
1928 period cloud his perspective. 
While, the volume from any one line 
of activity may have fallen off, the 
contractor willing to work and adopt 
new ideas has found business 
waiting. We are learning how flex- 
ible and comprehensive and neces- 
sary is this craft with which we are 
affiliated. 





The 1932 “Jack-of-all-trades” is overlooking no source of business in his fight for 
profits. Collecting and exhaust system replacements, repairs and installation are 
proving profitable 





UV" 


























eae ete 


GY 

















oa 


= — ae — = : — = ze = == : = = == === = = K \ 


\ 


\\ 


\ 























A. we see it, the major prob- 
lems of the automatic heating 
and air conditioning contractor 
are two—selling and designing. 


- + + « « Selling is necessary 
because conditioning is today a 
popular, but little understood, 
subject requiring the expendi- 
ture of considerable sums of 
money. 


- « + « « Designing is im- 
portant because conditioning is 
still an assembling project re- 
quiring good design to insure 
satisfactory operation. The con- 
tractor who does not understand 
basic design cannot hope to solve 
all the many problems presented. 


. + « + + To aid you in sell- 
ing and designing is the purpose 
of this section. 























36 


Air Conditioning Furnacestat for 
Domestic Use 





Airstat for Warm Air Systems 





Modutrol Motor for Modulating 
Duct Dampers and Louvers 


CONTROLS 


for 


EVERY PURPOSE 
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Electric Clock Thermostat 





Low Limit Control Duct Thermostat 





OR every control problem, there is a specific control, 

specifically designed for its particular job. There are con- 
trols for the smallest domestic heating plant and the largest 
building or industrial plant, as well as controls for the proc- 
ess industries . . . . Only Minneapolis-Honeywell manu- 
factures a completeiline of controls for every purpose. All 
are backed by 47 years of control experience and research 
on the part of the largest organization in the field .... 
To be sure of the best results on every job, recommend and 
install Minneapolis - Honeywell controls . . . Call in the 
M.H.E. (Minneapolis-Honeywell Engineer) at our nearest 
branch on any or all of your problems. There's no obligation. 


MINNEAPOLIS-HONEYWELL 
Control Systems 


MINNEAPOLIS-HONEYWELL REGULATOR COMPANY. Executive Offices: 2726 Fourth Avenue South, 
Minneapolis. Factories: Minneapolis, also Elkhart and Wabash, Indiana. Branch and Distributing Offices: 
Akron - Allentown - Baltimore - Bloomfield - Boston - Buffalo - Butte - Chicago - Cincinnati 
Cleveland - Dayton - Denver - ‘oe - Duluth - Grand Rapids - Hartford - Indianapolis - Jackson 
Kansas City - Los Angeles - Lowell - Madison - Milwaukee - Minneapolis - Montreal - New York City 


Niagara Falls - Peoria - Philadelphia - Pittsburgh - Portland, Me. - Portland, Ore. - Providence 
St.Louis - SaltLeke City - SanFrancisco - Springfield - Syracuse - ‘Toledo - Toronto 
Washington - Wichita - Worcester - Youngstown. Canada: Minneapolis- Honeywell Regulator 
Company, Ltd., Toronto and Montreal. Export: New York City. Cable Address: “‘Laboramus.”’ 
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At the recent meeting in Urbana 
a number of men told us that 
they have been clipping these 
articles of Mr. Tomlinson's for 
future reference in their work. 
Humidity, while it is one of the 
things we talk about a lot, is one 
of the things about which we 
don't know any too much. Mr. 
Tomlinson is working with the 
Residence Staff in his develop- 
ment of the material he is giving 
you in these articles on 
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Principles of Humidification 


HE principles which govern humidification of resi- 

dences are mainly concerned with evaporation and 
insulation. To solve the problems that arise, due to 
these factors, requires no special skill or expense. 
Furthermore the calculations involved are quite simple 
and may often be accomplished through charts and 
tables. 

Unless the water vapor which it produces can be 
retained within the building for a short period of time 
there is little purpose in seeking efficiency from 
evaporators of any type. For, strange as it may seem, 
water vapor has the perplexing faculty of vanishing. 
To visualize the situation it is only necessary to con- 
sider what happens to air-water vapor mixtures in 
buildings. Generally the wind velocity is about 15 
miles per hour. Now, unless the building is sealed, 
the wind movement against the windward side of the 
structure will force air inside. As this air enters an 
equal amount of air is forced outside through the op- 
posite door and window cracks. Quite naturally this 
process goes on day and night all year long and the 
quantity of air injected or rejected depends partly on 
the rate of wind movement and partly on the size of 
the openings around both doors and windows. ‘There- 
fore the infiltration of air varies markedly not only 
with the type but also with the condition of the build- 
ing. 

In cases where no steps are taken to curtail in- 
filtration the air within a residence will be changed, 
by this method, from once to three times per hour. On 
the other hand, when the building is tightened and 
weatherstripped the number of air changes will vary 
from 0.33 to once per hour. Thus, even with weather- 
stripping, a very large quantity of air moves into, and 
out of, every residence each day. We shall see that 


By 


Malcolm Tomlinson 


this rapid change in the air content of buildings plays 
an important part not only in humidification but also 
in heating for comfort. 

As all air-water vapor mixtures hold both heat 
and water vapor any movement of air out of a building 
means a loss of both of these factors. Throughout 
most of the year this loss is not serious since the heat 
and water vapor content of the incoming air supplies 
the deficiency. But, when colder weather arrives in 
the fall a change takes place. The make-up heat from 
the outside is no longer sufficient to meet the needs of 
human comfort and the incoming water vapor also 
fails to meet the moisture losses. 


Dry Atmosphere 


It is not hard to understand that, when artificial 
heat is supplied within a building for comfort purposes, 
a dry atmosphere results. Suppose we assume an inside 
temperature of 69 deg. F. and a desired relative humid- 
ity of 40 per cent. Now the outside air usually ranges, 
in relative humidity, from 60 to 80 per cent. If we 
take 80 per cent for the prevailing relative humidity 
and a temperature of 20 deg. F. the actual moisture 
mixed with every pound of outside dry air is 12 grains, 
This is known as the absolute humidity. But the in- 
side air, at the relative humidity specified, must contain 
42.0 grains per lb. dry air. Most certainly, as inside 
air is swept out, the incoming air does not contain 
enough moisture to maintain more than an absolute 
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humidity of 12 grains. The deficiency of 30 grains 
for each pound of dry air creates a need for an arti- 
ficial supply of water vapor by means of evaporation. 
Otherwise the inside relative humidity will be only 
11.5 per cent. 

A very clear picture of what happens to the rela- 
tive humidity in the residence can be found in Table 1. 
On the left hand 
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placed, is shown in gallons of water that must be evap- 
orated in order to maintain a fixed inside relative 
humidity in cold weather. These data are based on 
information published by the Engineering Experiment 
Station of the University of Illinois in Bulletin No. 
230. Here the building capacities, outside air tempera- 
tures and number of air changes per hour are varied 

for an inside at- 





side are shown 


the absolute and TABLE | 


COMPARISON OF INSIDE-OUTSIDE HUMIDITIES 


relative humidi- 
ties for various 


mosphere of 69 
deg. and 40 per 
cent relative hu- 
midity and an 
outside relative 


inside weather 


Air Temp. Rel. Hum. Abs. Hum. 


Inside Air 


Outside Air 
Air Temp. Rel. Hum. Abs. Hum. 


humidity of 80 


conditions of the 


heating season. Deg. F. “i Grs./Ib. 
Opposite will be 09 40 42 
found corres- 69 15 15.9 
ponding outside 69 5 5.3 
69 l 1.1 


temperatures for 
a relative hu- 





Deg. F. Yo Grs./Ib. per cent. In Fig. 
49.4 80 42 2 similar infor- 
26 80 15.9 mation is pre- 
6 80 5.3 sented graphic- 
26 80 1.1 ally for variable 


outside and in- 








midity of 80 per 
cent and the same absolute humidity. 

If, for example, you take the first line of this table 
you find that the outside air must be slightly higher 
than 49 deg. if, at 80 per cent relative humidity, it 
gives the house an inside relative humidity of 40 per 
cent. Also, taking the third linc, an outside temperature 
of 6 deg. for an outside rela- 


side relative hu- 
midities with the limitations of 10,000 cu. ft. of build- 
ing capacity, one air change per hour and an inside tem- 
perature of 69 deg. This chart is taken direct from the 
bulletin just mentioned. 
To use the chart and table presented it will only 
be necessary to give a practical example. Suppose the 
outside relative humidity is 70 





tive humidity of 80 per cent 
is certain to bring the inside 


per cent at 55 deg. and that 
the inside relative humidity is 














air down to 5 per cent. When - 45 per cent at 69 deg. If a 
it is remembered that the usual &/4@ 40,000 cu. ft. capacity resi- 
relative humidity of desert re- ~ dence has three air changes 
gions is 10 per cent and that S per hour how much will the 
such conditions are considered . 0 evaporation be reduced if the 
as extremely dry the evidence Ny --——+-— — «--—-- building is tightened to secure 
presented shows that outside 0 0.33 air changes per hour? 
temperatures below 32 degrees S 40 yi yy From Fig. 2 a half gallon of 
give inside weather that is N my water, per 24 hours, is re- 
much too dry for residences. Ni sol4 quired for one air change. 
, em. Ab r f 
3efore we proceed it is Three changes would, there- 
4 —<$—— I 

well to recall that absolute fore, demand 1% gallons for 
humidity is the actual amount X the same time interval. Also 





of water vapor in air, but that 


an increase from 10,000 to 40,- 
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the relative humidity is the ra- 
tio between this amount and 
the quantity of water vapor 
required for saturation at the 


g 


000 cu. ft. capacity would 
raise this evaporation to 6 gal- 
lons per 24 hours. Glancing at 
Table 2 it will be found that a 





same temperature. The rela- 
tionship between the absolute 
and relative humidities is given 
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reduction of 2.67 air changes 
is equivalent to 11 per cent of 
the evaporation for 3 air 
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graphically in Fig. 1 and fur- 
ther illustrates the effect of 
lowering the air temperature. 
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changes. Applying this per- 
centage to 6 gallons we have 
0.66 gallons. Therefore the 
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Tightness is the solution 
for abnormally dry air condi- a 
tions outside residences as it 
decreases the amount of air 











evaporative demand would be 
reduced by 5.34 gallons. 

Only by some form of ar- 
tificial evaporation can the re- 
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which can enter or leave the <0 40 
building. In Table 2 the value 


ness expressed in terms of the 
number of times the air con- 
tained within the house is re- 


Jernperature - Deg. F 
of various degrees of tight- FG. S 


60 GO 90 quirements for water vapor, 
in cold weather, be kept at a 
reasonable level. But, to effi- 
ciently tighten a building in- 


RELATION GETWEEN ABSOLUTE and 
RELATIVE HUMIDITY volves more effort and better 


materials than are usually ap- 
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LVAPORAT/ION REQU/REMENTS 
FOR RES/DENCES 


plied. Window and door frames, except in buildings 
constructed of wood, will need to be sealed with a calk- 
ing compound; windows, doors and transoms must 
be provided with flexible and wear-proof weather- 
stripping; door treads must be equipped with dur- 
able air seals for the bottoms of doors and joints in 
stone and brick walls must be pointed up. Where 
storm sash and storm doors are employed their value, 
both from a heating and a humidification standpoint, 
is dependent on the tightness of closure obtained. 

So far we have considered only evaporative re- 
quirements. Heat losses also play an important part 
in humidification. Excessive heat losses can be over- 
come with insulation. Heat losses when abnormally 
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TABLE 2 
WATER NEEDED FOR HUMIDIFICATION 
In Gallons Per 24 Hours 
Outside _ Bldg. No. of Air Changes per Hour 
Temp. Capacity 0.33 0.75 1.00 2.00 3.00 
Deg. F. Cu. Ft. Gallons of water per 24 hrs. 
—20 10,000 4.2 9.4 12.5 25.0 37.5 
0 10,000 3.8 8.7 11.6 23.2 34.8 
20 10,000 3.1 6.9 9.2 18.4 27.6 
40 10,000 1.4 3.1 4.1 8.2 12.3 
—20 15,000 6.3 14.1 18.8 37.5 56.3 
0 15,000 5.8 13.1 17.4 34.8 52.2 
20 15,000 4.7 10.4 13.8 27.6 41.4 
40 15,000 2.1 4.6 6.2 12.3 18.5 
—20 20,000 8.3 18.8 25.0 50.0 75.0 
0 20,000 7.7 17.4 23.2 46.4 69.6 
20 20,000 6.2 13.8 18.4 36.8 55.2 
40 20,000 2.7 6.2 8.2 16.4 24.6 
—20 25,000 10.4 23.5 31.3 62.5 93.8 
0 25,000 9.6 21.8 29.0 58.0 87.0 
20 25,500 7.8 17.3 23.0 46.0 69.0 
40 25,000 3.4 ast 10.3 20.5 30.8 
—20 30,000 12.5 28.2 37.5 75.0 112.5 
0 30,000 11.5 26.1 34.8 69.6 104.4 
20 30,000 9.3 20.7 27.6 55.2 82.8 
40 30,000 4.1 9.2 12.3 24.6 36.9 
—20 35,000 14.6 32.9 43.8 87.5 131.3 
0 35,000 13.4 30.5 40.6 81.2 121.8 
20 35,000 10.9 24.2 32.2 64.4 96.6 
40 35,000 4.8 10.8 14.4 28.7 43.1 
—20 40,000 16.7 37.6 50.0 100.0 150.0 
0 40,000 15.3 34.8 46.4 92.8 139.2 
20 40,000 12.4 27.6 36.8 73.6 110.4 
40 40,000 5.5 12.3 16.4 32.8 49.2 
Note: Outside air at 80% Relative Humidity. Inside 
Air at 40% Relative Humidity and 69 deg. F. 
Evaporation of water for humidifying purposes is ex- 
pensive and difficult when the tightness of the residence 
is neglected. 











high, are very likely to produce abnormally low sur- 
face temperatures. Outside of the extra heat needed 
to replace such losses, which can not be seen except 
through the fuel usage, nothing of importance happens, 
due to such conditions, except the effect that is pro- 
duced when warm moist air passes over these cold 
surfaces. This latter effect is the formation of con- 
densation, or tiny beads of moisture, on the chilled 
surfaces. The after effect is very likely to be damage, 
(Continued on page 47) 





glass surface. 





TABLE 3 
TEMPERATURE DIFFERENCE BETWEEN TWO SIDES OF 
WINDOW AT WHICH CONDENSATION WILL OCCUR 
In Deg. Fahrenheit 


nae Inside Window Temperatures 
fun. Single Windows Double Windows Triple Windows 
Temperature Difference—Deg. F. 
% 99 70 50 90 70 50 90 70 50 
100 2 2 2 0 0 0 
90 5 t 3 12 10 9 194 17 15 
80 10 8 Ty 23 21 19 371% 35 32 
°70 15 13 12 37.5 34 31 61 55 50 
60 22 19 17% 53 49 45 85 78 72 
50 28 26 23 71 65 60 95 
40 37% 35 30 93 84 77 
30 50 45 40 99 
20 67 61 ot 


Note:—Wind at 15 miles per hour on outside glass surface. Still air on inside 


For the determination of the outside temperature at which condensation will 
occur on the inside surface of windows. 
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,a oa heres the new 
alr conditioner wtth. 
CONTROLLED HUMIDIFICA TION 


At last . . . a compact, efficient winter air conditioning unit with automatic 





humidity control. In addition to thorough 





air cleaning and forced circulation, the Columbus 





Air Conditioner gives accurate, simplified control of 





moisture content. Any relative humidity desired is 





automatically provided and maintained by the mere 





setting of a humidistat. Positively “no dumping” of 








excessive moisture. Only 5 to 30 gallons of water 





used daily. No sewer connection required. 





Here’s a unit that meets every need of winter air 





conditioning and which materially adds to summer 








LEAELEAAOR GET OheRLE DCE et eREE EER REAR: Gate, 


Patent 


Penta comfort by providing air cleaning and forced circula- 





tion . . . Here’s a proposition you can honestly get 














behind . . . Write today for information and prices. H- 
“This unit, for advanced design and structural 


De 
excellence, beats anything we’ve seen so far’. 
“os This is substantially the comment of many |< cor 


competent air conditioning engineers who 
have examined the Columbus Air Conditioner 
du 
THE COLUMBUS HUMIDIFIER COMPANY | 
154 North Fifth Street + Columbus, Ohio Ziel 
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It Cleans The Air It Controls Humidification Automatically It Forces Circulation 
SS NA RSE RRP, 5 AN RES ANSE DSTO SN RCA 

































Step-by-Step 
Merchandising Towards 
Complete Air Conditioning 





The remodeled basement, made possible by the installation of a modern heating plant, has become one of 
the owner’s chief pleasures — 


HERE can be no doubt, now, about the public’s 

interest in air conditioning. While curtailed new 

building has hampered the rapid extension of air con- 

How to lead the Pros ditioning into the home field, we cannot deny that air 
conditioning has and is receiving more publicity than 


pect to complete alr _ any development since the automobile. 


Practically every magazine reaching the home 


di : : b : owner and the general magazines as well have carried 
con tioning y intro- numerous articles discussing air conditioning. The 
public’s interest has been further whetted by displays, 

} | advertising, news items and by the adoption of condi- 

d UCIN 8 t h € Varlous tioning by department stores, theatres, restaurants and 


: shops of all kinds. 
elements one at a time Had new building maintained its 1927 pace, most 
real estate development homes, demonstration houses, 
and model homes would unquestionably have turned to 
a. conditioning as the most interesting feature to be used 
? to attract buyers and sell houses. 
Despite the falling off in new construction, the 
aggressive air conditioning dealer has not worried too 
much because he has discovered that air conditioning 
can be made a step by step sale and that even though 
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he doesn’t sell a 100 per cent system when the old 
furnace fails he can sell the first units needed for such 
a system and follow up his first sale with additional 
items which can be incorporated in the system. 

The merchandising contractor who knows his field 
also realizes that the replacement field is and will be 
the biggest market by far for several years to come. 
For every new house there are dozens of old homes 
where conditioning is just as desirable and in many 
cases far more essential to owner comfort and con- 
venience. 

Such step by step selling is exactly in keeping with 
buying conditions today. Take a typical owner of a 
house twenty years old, with large rooms, a heating 
plant which has given satisfactory service but does not 
heat as uniformly as today’s owner expects. This 
owner wants a new heating system and while he is buy- 
ing he insists on knowing all about this new develop- 
ment, air conditioning, and asks for prices and operat- 
ing costs. 

If he is determined to have a good system and not 
a packaged item which may prove entirely inadequate, 
yet hasn’t the money, he can lay the groundwork for 
air conditioning by buying a heating unit at a cost not 
to exceed the price of a heating plant of the kind he 
has been using. The furnace alone will probably afford 
him more satisfaction than he has been accustomed to. 

Then, having paid for that, he can add the next 
element, and then another, and so on, through five or 
six steps of development. Each element or unit does 
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not depend on the others to function, and each adds so 
greatly to the home owner's satisfaction that he is glad 
to make the expenditure and looks forward eagerly to 
adding the next feature. 

With a program like this, everybody wins. The 
house owner profits by getting the most modern equip- 
ment for immediate use at minimum cost. He does not 
assume a financial obligation that worries him, nor pay 
heavy financing charges. 

The heating contractor expands his market greatly 
under this plan. He gets business easier, handles it at 
less cost, avoids financial risks; and most important, 
as he starts off house owners in this modest way, he 
builds up a clientele which will be an increasing source 
of steady business for him over a course of years. 

The encouraging thing about this air conditioning 
business is that it does not have to be pushed, as is the 
case with most sales activities. Rather the public seems 
to be ahead of the dealers. Many a dealer has been 
thoroughly surprised to find the prospect so well in- 
formed as to make it hard for him to keep up in talk- 
ing B.t.u’s, relative humidity, circulation, and so on. 

Aside from making the whole house more com- 
fortable, an air conditioning system contributes to 
make it roomier. The basement becomes livable. 

A good example is the air conditioning plant re- 
cently installed in the home of L. D. Longacre, of 
Medina, Ohio. This home was heated with a furnace 
which, though not old, was quite out of line with 
modern developments. The basement was full of fur- 
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nace pipes, assorted old furniture, trunks and what 
not, almost a total loss. 

Mr. Longacre wanted modern equipment and in 
addition he wanted a basement recreation room. L. J. 
Kern, heating contractor of Medina submitted plans 
which provided the recreation room and such mod- 
ern equipment as a gas furnace, a blower with filters, 
rectangular ducts and complete controls to make the 
operation entirely automatic. 

The price quoted was considerably under $1500. 
Mr. Kern tactfully pointed out that in ordes to get a 
recreation room equal to the one he was making pos- 
sible with his design Mr. Longacre would have to 
spend considerably more than $1500 if this room was 
located above grade. In addition to this liveable 
space, Mr. Kern detailed the additional conveniences 
and comfort possible with gas heat, adequate circu- 
lation of air throughout the rooms, cleaning of all 
dirt and dust, and automatic heating which would 
require no more attention than turning the system on 
in the fall and off in the spring. 

Mr. Kern got the contract. 

The results obtained by Mr. Kern's plan are shown 
in the photograph of the equipment and the piping lay- 
out for the basement. The basement has been painted 
and cleaned; the furnace is located out of the way, 
all pipes are against the ceiling which was finished off 
and painted. 

Following are the more important details of the 
system. A B-250 Moncrief gas furnace with a syn- 
chronized Emerson blower of 1250 C. F. M. and filter 
was used. The output is rated at 250,000 B.t.u. The 
data sheet shows the following design— 


W.A. _ Register 








Room B.t.u. C.F.M. Area Area 
OS eer 16,330 185 44.5 89 
Dining ...... 11,120 125 30. 60 
Kitchen ...... 12,630 143 34. 68 
Oe eee 9,840 111 26.5 53 
Bed No. 1.... 8,130 92 22. 44 
Bed No. 2.... 10,520 119 28.5 57 
Bed No. 3.... 10,295 116 28. 56 
Se 6,085 69 16.5 33 
BS gsi ah vat 4,840 54 13. 25 
Bed No. 4.... 21,260 240 57.5 115 
111,050 1250 300. 600 
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The house is typical of hundreds of thousands of dwellings 
where modern automatic heating means increased comfort, 
convenience and pleasure 


Ducts are sized for velocities of 600 F.P.M. in 
the main trunks, and 300 I°.P.M. at the registers. The 
registemperature used is 145 degrees. 

“This installation,” states Mr. Kern, “is we 
think, typical of the class of work we dealers in auto- 
matic heating and air conditioning are well fitted to do. 
In our town there are numerous families who want 
recreation rooms, a nursery, a work room or a card 
room. The cost of adding such a room above grade is 
prohibitive and oftentimes impossible. Most such 
owners have asked for prices on rooms of this kind 
and have discovered that the cost is hundreds and 
sometimes thousands of dollars. 

“When we tell them that we can provide such a 
room, in the basement and include a new and modern 
automatic heating and air conditioning system at less 
than the cost of the room, we have touched the owner 
in exactly the right spot. Certainly our town is no 
different from hundreds of others and what we have 
found out can be applied just as successfully by any 
other contractor willing to.study the possibilities of 
new equipment and new ideas and then get out and 
sell these modern ideas—at a real profit to himself. 























A Complete Line of Air Conditioning eS aaa 
WITH CASINGS, FILTERS, ETC. CAP. 500 TO 5000 C. F. M. 
BLOWERS—WHEELS AND HOUSINGS ONLY, OR ASSEMBLY COMPLETE LESS CASING. 


A BOOSTER BLOWER UNIT FOR GRAVITY JOBS. 


AT A PRICE. 


AIR CONDITIONERS—A COMPLETE PACKAGE AIR CONDITIONER CONSISTING 
OF BLOWER, FILTERS AND WASHER, WITH OR WITHOUT CONTROLS. 


Our proposition will interest manufac- 
turers, jobbers, distributors and dealers. 


LAU HEATING SERVICE, JNC., 


DAYTON, OHIO 









There are several types of ceiling insulation material on 
the market. This workman is placing a blanket type sheet 
between joists 


INSULATION 


Part Il of the Paper Delivered by A, P. Kratz 
at the Midwest Bituminous Fuels Confer- 


ence, Presenting Some Careful Conclusions 


Insulation in Ceilings 


From equation (2) it may be seen that the heat 
loss through a given area is dependent on both the 
overall coefficient of heat transmission and the tempera- 
ture range of the air on the two sides. In the cases of 
the walls which have been discussed, the addition of the 
insulation would not change the air temperature on 
either side, and hence would not affect the temperature 
range. Therefore, the fraction of heat saved by the 
insulation would be numerically equal to the ratio of 
the overall heat transmission coefficients for the insu- 
lated and the uninsulated walls. 

In the case of ceilings, however, where the air 
above the ceiling is enclosed in an attic space protected 
by a roof, any change in the rate of heat transmission 
through the ceiling would be reflected in a change in 
the temperature of the air in the attic. Furthermore, 
with most types of heating plants a reduction in heat 
transmission through the ceiling will be accompanied 
by a slight rise in temperature of the air just below the 
ceiling. Such a reduction would also decrease the tem- 
perature of the air in the attic and result in increasing 
the temperature range. The net effect of this increase 
in temperature range would be to make the actual gain 
from insulation less than the apparent gain. 

This may be illustrated by assuming a wood lath 
and plaster ceiling with an unfloored attic as shown. 
The overall heat transmission coefficient will be 
U, = 0.502. If this ceiling is now insulated by placing 
2 in. of a material having a conductivity of 0.275 on 
top of the laths, the coefficient will become U, = 0.110. 
Judged by the ratio of coefficients alone the insulated 
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ceiling would transmit only 0.22 of the heat transmitted 
by the uninsulated ceiling. 

However, on a day when the outdoor temperature 
is zero deg. F., with the uninsulated ceiling, the tem- 
perature in the attic will be approximately 40 deg. F. 
and the temperature of the air below the ceiling 73 
deg. F. With the insulated ceiling, the attic tempera- 
ture will be reduced by approximately 15 deg. F. 
and the temperature of the air below the ceiling 
increased to 76 deg. F. Hence the amount of heat 
transmitted* through the insulated ceiling would be 

76— 15 
0.22 x ————— = 0.41 of that transmitted through the 
73 — 40 
uninsulated ceiling, instead of the 0.22 given by the 
ratio of the overall heat transmission coefficients. In 
some combinations of ceilings and insulating materials 
the increase in temperature range may offset any gain 
resulting from the use of the insulation. 

Table 1 gives approximate attic temperatures to 
be expected for various values of U for the ceiling 
when the temperature outdoors is zero deg. F. 


TABLE 1 
Attic Temperatures for Outdoor Temperature 
of Zero Deg. F. 
Value of U for Ceiling Attic Temperature, Deg. F. 


0.525 35 to 40 
0.240 to 0.197 25 
0.170 to 0.131 20 
0.111 to 0.070 15 


Character of Building 


In the examples discussed, the reduction in heat 
loss effected by insulation has been expressed in terms 
of the original heat loss through the uninsulated sur- 
face. It should be obvious that the insulation can affect 
only the surfaces insulated. In an actual building other 
heat losses occur, such as the loss through glass and air 
infiltration, that cannot be eliminated by merely insu- 
lating the walls and ceilings. The latter are the only 
parts adapted to such treatment. Hence, the total sav- 
ing in fuel is represented by the relation that the saving 
through the use of insulation bears to the total original 
heat loss from the building, and not by the figure repre- 
senting the proportional reduction in the loss through 
the insulated surfaces alone. 

The actual distribution of heat losses varies with 
the character of the building and standard of construc- 
tion. As the result of a study of 200 houses, C. G. 
Segler of the American Society of Heating and Venti- 
lating Engineers, in Vol. 34, 1928, page 473, derived 
the average values shown in Table 2. 


TABLE 2 
Average Distribution of Heat Losses in Residences 
Source of Loss Percentage of Total Loss 
Walls 27.0 
Ceilings and roofs 16.2 
Glass and doors 30.1 
Air infiltration 24.6 


If the insulated brick veneered wall which showed 
a heat transmission of 0.62 of the original, or a reduc- 
tion of 38 per cent, and the insulated ceiling which 
showed a heat transmission of 0.41 of the original, or 





S] 











December, 1932 


Vv 


AMERICAN ARTISAN 


Automatic Heat 





Air Conditioning Dealer 


Section 











VACU-DRAFT 


CREATES 


DRAFT 


AND 


PROFITS 














1 VACU-DRAFT pays 

¢ for itself in greatly re- 

duced fuel costs. 

2 VACU - DRAFT pro- 
* vides positive automatic 

temperature control. 

3 VACU-DRAFT insures 
* clean and dustless 

home. 


4 VACU-DRAFT insures 
* complete combustion. 


5 VACU-DRAFT is quiet 
* —will not interfere with 
radio. 

6 VACU-DRAFT will 


* operate on any warm 
air heating system. 


7 VACU-DRAFT is in- 
* stalled quickly without 
altering heating plant. 


4 VACU - DRAFT in 
* Canada for more than 
three years has proven its 
success. 
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F AULTY chimney conditions 
are costing your customers thousands of 
dollars every year. Chimneys too high— 
chimneys too low—chimneys in air pockets 
—long runs—any of a number of conditions 
which retard draft—make complete com- 
bustion impossible. 


But, you can correct these difficulties and 
bring about complete combustion, which 
effects correct temperatures and fuel sav- 
ings by the installation of the VACU- 
DRAFT. 


The VACU-DRAFT by drawing air 
through the furnace creates a draft in the 
natural way, the same kind of a draft that 
exists where all conditions are as they 
should be on the perfect furnace installation. 


Thermostatically controlled, the VACU- 
DRAFT automatically starts when tem- 
perature drops below the set point and es- 
tablishes correct room temperature. Then, 
when all of the rooms are correctly heated, 
the VACU-DRAFT automatically shuts off. 


Write now, for complete information. 


VACU-DRAFT CORP. 


Manufactured by Muncie Gear Co. 
MUNCIE INDIANA 
NEW YORK OFFICE 


Terminal Bldg., 215 E. 49th St., Tel. Motthaven 9-6330 











The SILENT Zuma. Humidsfier and Air Washer 











OC omenep with the Dustop Filters Humidity 


Control and Furnacestat provides the most Complete, & The 
Practical and Economical Air Conditioning Unit on the SILENT 
market, AT PRICES THAT WILL INTEREST YOU. BI 
ower Type 
SPECIAL FEATURES “pee fs 
1, SILENT in OPERATION. _— ** 
2. Correct Free Area through entire unit eliminating Washer 
danger of quick temperature drop in rooms. There 1 Filters 
being practically no resistance through washer and and Filters 
filters, allowing gravity operation when fan is off. 
3. Has only one spray nozzle assuring maximum results 
at lowest cost of operation, as well as correct 
humidity. 
4. Simple and Sturdy construction assuring minimum 
upkeep. 


Slowly but surely the public is coming to Air Condition- 
ing. This feature of your industry has hardly been 
touched. Write and let us tell you about the SILENT 
Fan Humidifier and Air Washer and how it can be a 
source of great profit to you. 


We are in position to furnish you practical as well as 
technical advice and assistance, in designing and esti- 
mating of all types of Air Conditioning Systems either 
with use of warm air heaters, steam and hot water boilers 
or without either. 


AIR CONDITIONING 


310 WEST 33rd STREET 








EQUIPMENT CORP. 


MINNEAPOLIS, MINNESOTA 
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ASTE ay | 
HEAT REGULATOR 





TWO NEW 
MODELS 


Easier to Sell 
Easier to Install 


Lower in Price 
e 


Tue MASTER Heat Regulator is an 
old reliable product that has proved its 
worth through years of service. These 
new models are the re- 
sult of more than seven- 
teen years of experience 
in making temperature 
controls, and while they 
are priced lower than 
any Regulator we have 
previously offered to the 
trade, yet they are mar- 
vels in performance. 




































Tue Type 144 operates valves or dampers gradually, 
a little at a time as is actually required the instant the 
heat varies one degree or less, thus relieving the heat- 
ing system of all undue strain and at the same time 
maintaining a perfectly uniform temperature. The Type 
122 is a reliable standard two position Regulator, and 
like the Type 144, is furnished in both Plain and Clock 
Models. 
LIST PRICES FROM $30.00 TO $67.00 


Write today for full information and discounts 


WHITE MANUFACTURING CO. 


2362 University Ave. St. Paul, Minnesota 





a reduction of 59 per cent, had been used in such an 
average house, it is evident that the total fuel saving 
could not have exceeded (38X27.0)+(59X16.2)= 
19.5 per cent. With very poor original wall construc- 
tion, and in certain types of houses and insulation 
greater advantages may be obtained by insulating, but 
reasonable gains in the average case for insulation of 
both walls and ceilings appear to be from 15 to 30 per 
cent rather than 75 per cent as sometimes stated. 

It is worthy of note that the combined loss due 
to air infiltration and heat transmission through the 
glass is approximately 55 per cent. Hence, the installa- 
tion of tight storm sash, which practically eliminates 
air infiltration and reduces the heat transmission 
through the glass to about one-half of the original 
amount, may be as effective in reducing fuel consump- 
tion as the insulation of both walls and ceilings. 


Wall Surface Temperatures 


One distinct advantage that may be accredited to 
insulation is often lost sight of. The presence of cold 
walls increases the radiation loss from the body, and 
even if the temperature of the air in the room, as given 
by a thermometer, is 70 deg. F. or above and ostensibly 
high enough for comfort, the occupant of such a room 
may feel uncomfortably cool. The effect of insulation 
is to increase the temperature of the inside surface of 
the exposed walls for a given outdoor temperature, as 
compared with the same conditions for an uninsulated 
wall. This may or may not be reflected as a fuel sav- 
ing, but certainly adds to the degree of comfort. 











KLEENAIRE 
FILTERS 


A Filter for Every Need 


TYPE “D" (ILLUSTRATED) 
LOW-COST CLEANABLE, 
OR DISCARD TYPE 


TYPE "A" AND "B" 
NON-MATTING 
AIR-REVERSAL TYPES 





Au KLEENAIRE Filters 
are scientifically packed 
to offer an extensive ex- 
posure of surface for the 
collection of dust. Made 
in the following sizes: No. 
|, 20”x20” and No. 2, 





Type “D”’ 
KLEENAIRE 16"x25” from I'/4” to 4” 


FIC TER in thickness. Capacity 800 
C.F.M. per unit. 











ALL METAL FRAMES—WILL NOT SAG 
Standard equipment with leading manufacturers. 
Write for further details. 


KLEENAIRE FILTER COMPANY 


» » Pioneers in Domestic Air Filters « « 


STEVENS POINT WISCONSIN 
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Humidification (Continued from page 39) 


through moisture, to the adjacent building materials. 
Consider, for example, a window sash with single thick- 
ness glass panes, and inside air at 69 deg. and 40 per 
cent relative humidity and determine the condition 
which must exist for the formation of dew, or con- 
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TOMLINSON PSYCHROMETRIC CHART 


densation, on such surfaces. We already have found 
that this air has an absolute humidity of 42 grains for 
every pound of dry air. Examine the psychrometric 
chart in Fig. 3 and, by locating the intersection of the 
dry bulb, or air, temperature with the relative humidity 
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find the absolute humidity directly to the left of such 
intersection on the margin of the chart. Before reach- 
ing the margin notice the dry bulb temperature which 
intersects this horizontal line at the saturation line. 
This temperature is 44 degrees and is designated the 
dew point for the air condition mentioned. In other 
words if air is at 69 deg. and 40 per cent relative hu- 
midity and then if the air temperature were suddenly 
to drop dew would form when the decreasing tem- 
perature reached 44 degrees simply because the abso- 
lute humidity of 42 grains furnishes exactly enough 
moisture for saturation at the lowered temperature. 
The effect which we have just noticed is only good, as 
far as the dew point is concerned, under still air 
conditions. For moving air the dew point would be 
lowered due to the cooling, as well as the wiping, effect 
of the moving air. The greater the air velocity the 
more noticeable will be the depression of the dew 
point. The dew point of air can only be attained by 
putting an excess of water vapor into the air or by 
lowering the air temperature by a cooling process. We 
shall see that this second action can occur in any build- 
ing not properly insulated. 

Returning now to heat losses it is necessary to 
see that they are often due to excessively high heat 
transmission. This may be due to thinness of the ma- 
terials used (where greater thickness would furnish 
sufficient protection) or to the selection of improper 
materials. A comparative picture of heat transmis- 
sion rates for some common building materials and 
sections will illustrate this point. 

It will be noticed that the heat transmission rates 





WHY NOT NOW? 





Sooner or later, every 
shop in the heating busi- 
ness will have to get into 
air conditioning work. 
This being true, the big 
question for the dealer 
or contractor to decide 
is, which company shall | 
work with? 


« « « 


This decision is import- 
ant because it means 
that avoidable, expen- 
sive mistakes can be 








The Ideal Combination 


HESS AIR CONDITIONER 


prevented right at the wh follow should be even 
start, with the right ee. bigger. Don't delay— 
equipment and workable HESS WELDED STEEL get the right start— 
selling plans. FURNACE send for our literature. 


Hess Air Conditioner 
and Hess Welded Steel 
Furnace sold with our 
cooperation and in- 
stalled properly under 
our’ direction will give 
satisfactory results and 
will build a real reputa- 
tion and steady profits 
for the Hess Dealer. 


» » » 


The year 1933 will be a 
big one in air condition- 
ing, and the years to 











Hess Warming & Ventilating Company, |20I-I11 S. Western Ave., Chicago, Ill. 


Branches: Detroit and Milwaukee. 
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Heat Transmission 
Material and Section B.T.U./hr./sq. ft./deg. F. 
Single "Wadow Sash. ......06ce0 oe oe% 1.13 
Double Window Sesh... ...5... 0.565 0.45 
‘Triple Window Saan 66.55 Siswecces 0.28 
Thin Wood Paneled Doors........... 1.13 
HEAT CONTROL 1” Clapboard, 2”x4” Studding and 
Pianta ante ob edie weds 0.262 
Simple 8” Brick Wall—No Finish........... 0.385 
12” Brick Wall—No Finish........... 0.295 
Maintains an Even 12” Limestone Wall—No Finish....... 0.457 














Temperature 


for better class construction are around, or below, 0.30 
B.T.U. per hour per square foot of surface per degree = 
difference in temperature. At once the question arises a 
as to the status of windows. Here the extremely 
rapid heat transmission of glass gives the high overall 
rate for windows. Furthermore it is seen that the 
double, or still better, the triple window, offers more 


9 adequate protection. 
ly 


Window Condensation 


Requires No Service 


Contains an Auto- 
matic Firing Clutch 


Safe—In Event of 
current failure the 
draft door automa- 
tically closes 


Profitable—Carries a 
long margin of 
profit, sufficient to 
pay for aggressive 
selling effort, and 
still allow a liberal 








As can easily be surmised it is mainly on windows 
that condensate forms simply because their high heat 
transmission rate furnishes extra cold surfaces in win- 
ter. It is also evident that single windows can be in- 


net profit. Wy tei , a 
P Write for our complete merchandising plan | —Jated by storm sash that are tight. For humidifica- 
COOK ELECTRIC COMPANY | tion calculations any question as to the number of 
Mfrs. Automatic Control Equipment for Hard Fuel windows or of storm sash that will be needed to meet 


Heating Plants, Air Conditioning Equipment, Stokers. 


2706 SOUTHPORT AVE. CHICAGO. ILLINOIS particular conditions, where single windows exist, can 
tJ 


be answered by means of Table 3. Here the dew 
point is given, in terms of the temperature difference 
between the inside and outside temperatures, for the 
three types of windows over an inside temperature 
range from 50 to 90 deg. and an inside relative humid- 
ity from 20 to 100 per cent. This table is based on 
the usual air movement, outside, of 15 miles per hour 
and of still air inside. Applying the data of the con- 
densation problem previously noted to this table it will 
be found that the point of condensation is at 34.5 deg., 
instead of 44 deg., for single windows. This is the 
effect of air motion. No doubt the reader has seen 
the electric fan used to prevent the formation of frost 
on display windows in shopping districts? But the 
fan is by far less economical than the storm window or 
than an increased number of window sash. 
Thin paneled doors are in the same class as single 
windows while both of these forms of construction 
MATCHED UNITS have little preference over the use of thin sheet metal, 
TANDEM & VERTICAL by itself, for roofing or sidings. In all such cases in- 
COMBINATIONS sulation is needed. Condensation can also occur on 
division walls, or partitions, between rooms where one 
room is at a much lower temperature than the other. 
It is well to also bear in mind that no insulation can 
be of any value when it is damp or wet for, like elec- 








THE MOST COMPLETE LINE OF 
AIR CONDITIONING UNITS IN AMERICA 











SILENTAIR BLOWER 


i SILENTAIR WASHER 








j tricity, heat flow is extremely rapid through moisture. 
HE success of SILENTAIR AIR CONDITIONING UNITS results in The humidification requirements of residences are 
no small measure from the fact that they are MATCHED UNITS . ‘ sehen 
— properly designed — fully equipped — guaranteed saisons got in no way different than those for other buildings ex- 
installed with a m air furnace. They bring splendid profits to : 
dealers, and canine pat saienelie to yhoo vo corse Write for cept that human comfort must be considered. For 
descriptive literature. most buildings the evaporative requirements for humidi- 
Built Up to a Standard—Not Down to a Price a . : 
| fication are very high but should be lowered by tight- 
A. GEHRI & CO. Inc. : a Any 
Sonmmn, Silesia Senn. 4 ¥ ening before attempting to humidify. It is just as ! 
I1I7 S. Tacoma Ave. 400 N. Midler Ave. impractical to heat a tent as to humidify a building 
which has not been tightened. 
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Announcing...the New Low-Priced 


“GENUINE DETROIT” 
TEMPERATURE REGULATOR... 


EASY TO INSTALL ° 


REQUIRES NO SERVICE -° 


PROFITABLE! 




















No. 836 Transformer 





No. 430 Motor Unit 











IG profits are ahead for dealers selling 

the new No. 425 “Genuine Detroit” 
Temperature Regulator. At the present low 
price, it will quickly save its cost in fuel 
and provides protection to the family health, 
freedom from furnace cares and added com- 
fort. Every furnace owner is an immediate 
prospect! 


The “Genuine Detroit” Temperature Regu- 
lator is as simple to install as it is to sell. No 
wearing parts to require service! Easy to con- 
nect to lighting circuit in the basement, simple 
two-wire hook-up makes possible quick in- 
stallation. Operates noiselessly and efficiently. 
Write today for complete details on this new 
money-making product. 


DETROIT | UBRICATOR COMPANY 








Trumbull, Lincoln, Marquette & Viaduct 
DETROIT, Mich., U.S. A. 


Lubricators 


Carburetors 


Valves 


Automatic Controls for temperature, pressure, humidity. Refrigeration, Oil Burner and Heating Accessories 








Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 
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oning Dealer 








8,500,000 PROSPECTS 


and profit in every job 








@ Dust and dirt circulating from 8,500,000 furnaces! 
8,500,000 gravity warm air furnaces just waiting for 
aggressive dealers to install gravity filters! 


It’s your job to make dirty furnaces clean. You can 
do this job at a profit—with DUSTOP. 


DUSTOP retails to the householder at $1.50. This 
low figure enables you to use as many of them as are 
necessary to do an effective job. 


Dust is one of the gravest concerns of the modern 
housewife. There’s a smooth selling approach for you. 
Tell housewives that you can stop furnaces from 
spreading dust and dirt and you'll get into as many 
basements as the meter man. 


DUSTOP filters will live a whole heating season and 
more. DUSTOP is the only filter that will do a 
real job of cleaning on low velocities 
—as low as 25 feet per minute. And 


Furnace filters for gravity and 
mechanical warm air furnaces 


OWENS-ILLINOIS 























: Stops Dust.” 


A typical installation of DUSTOP filter units on a standard type of warm air furnace. 


average velocities will run around 140 feet per min- 
ute on a moderately cold day. 


The new DUSTOP glass wool filter offers furnace 
dealers a fine opportunity to build up a volume of 
profitable business. 


For more detailed information mail the coupon today. 
You will receive a booklet giving complete informa- 
tion on DUSTOP installation both for gravity furnaces 
and for the revamping of gravity jobs for mechanical 
circulation of filtered and heated air. Owens-Illinois 
Glass Company, Toledo, Ohio. 


T Owens-Intinots Grass Company (Industrial Materials Division) a 
Toledo, Ohio 


| Please send me your booklet ‘‘Jobs To Do at a Profit.”’ 
| Name 


L Ce “7 Address. 


Lc ree ae - 


distributed through jobbers and 
manufacturers everywhere. 


ALR FILTERS 
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ANNUAL DIRECTORY NUMBER 


A complete, convenient reference listing of 
products in the Warm Air, Sheet Metal and 
Air Conditioning fields, in three sections: 
1.—Products Classified; 2.—Trade Names; 
3.—Manufacturers’ Names and Addresses 


How to use this directory: 


If you want to know the names 


of one or more manufacturers making a certain product, look 
in Section 1, where that product will appear in its proper 


place in the listing. 


If you have the trade name of a product 


and want to know who manufactures it, look in Section 2, 
where trade names are alphabetically listed. For the com- 
plete name and address of any manufacturer, look in Section 3 





Section 1—Products Classified 


Accessories, Oil Burner 


A-C Spark Plug Co., Flint, Mich. (Electrodes) 

Alco Valve Co., Inc., St. Louis, Mo. (Valves, Shut-Off and 
Regulating) 

Allis Chalmers Mfg. Co., Milwaukee, Wis. (Transformers) 

American Metal Hose Co., Waterbury, Conn. (Metal Flexible 
Hose) 

American Radiator Co., New York City (Shut-off Valves) 

Anchor Post Fence Co., Baltimore, Md. (Drain and Shut-Off 
Valves) 

Apthrop, R. E., Salem, Mass. (Gages, Nozzles) 

Autopulse Corp., Detroit, Mich. (Pumps) 

Basel Mfg. Co., Inc., Merriam, Kan. (Anti-Flooding Devices, 
Heat Regulators, Strainers, Valves) 

Boston Auto Gage Co., Pittsfield, Mass. (Gages, Strainers) 

Britesun, Inc., Chicago, Ill. (Pumps) 

Buckeye Iron & Brass Works, Dayton, O. (Fill Boxes, Foot 
Valves) 

Burges-Parr Co., Moline, Ill. (Regulating Valves) 

Champion Spark Plug Co., Toledo, O. (Electrodes) 

Consolidated, Ashcroft, Hancock Co., Bridgeport, Conn. 
(Anti-Siphoning Device, Strainers) 

Cook Electric Co., Chicago, Ill (Anti-Flooding and Anti- 
Siphoning Devices, Gages, Pumps, Transformers) 

Cuno Engineering Corp., Meriden, Conn. (Strainers) 

Detroit Lubricator Co., Detroit, Mich. (Anti-Siphoning De- 
vices, Controls, Gages, Strainers, Valves, Thermostats, 
Transformers) . 

Dongan Electric Mfg. Co., Detroit, Mich. (Transformers) 

Electronic Transformer Co., Mankato, Minn. (Controls) 

General Electric Co., Schenectady, N. Y. (Heat Controls, 
Transformers) 

Hauck Mfg. Co., Brooklyn, N. Y. (Regulating Valves) 

Huffman Mfg. Co., Dayton, O. (Foot Valves) 

Imperial Brass Mfg. Co., Chicago, Ill. (Anti-Flooding De- 
vices, Strainers) 

Janette Mfg. Co., Chicago, Ill. (Oil Pumps) 

Jefferson Electric Co., Bellwood, Ill. (Transformers) 

Kraissl Co., New York City (Pumps) 

Leiman Bros., Newark, N. J. (Shut-off Valves, Strainers) 

Liquidometer Corp., Long Island City, N. Y. (Gages) 

Mahr Mfg. Co., Minneapolis, Minn. (Shut-off Valves) 

Merc-He-Stat Corp., Elkhart, Ind. (Mercury Switches and 
Valves) 

Mercoid Corp., Chicago, Ill. (Controls, Switches, Thermo- 
stats) 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
(Safety Controls, Valves, Shut-off and Regulating) 

Moline Gauge Works, Moline, Ill. (Gages) 

Monarch Mfg. Works, Inc., Philadelphia, Pa. (Nozzles, 
Strainers, Regulating Valves) 

Moore & Kling, Inc., Boston, Mass. (Fill Boxes, Foot and 
Gate Valves, Vents) 

Morrison Bros., Dubuque, Iowa. (Foot Valves, Strainers) 


Motor Improvements, Inc., Newark, N. J. (Strainers) 

Northern Pump Co., Minneapolis, Minn. (Pumps) 

Nugent & Co., Wm. W., Chicago, Ill. (Strainers) 

Oil Reduction Co., 9 S. Clinton St., Chicago, Ill. (Econ- 
omizer) 

Penn Electric Switch Co., Des Moines, Iowa, (Switches, 
Thermostats) 

Petrometer Corp., Long Island City, N. Y. (Gages) 

Pneumercator Co., Inc., New York City (Gages) 

Potter, Austin E., Brooklyn, N. Y. (Strainers) 

Preferred Utilities Mfg. Corp., New York City (Anti-Siphon- 
ing Devices, Draft Dampers, Fill Boxes, Foot Valves, 
Pressure Controls, Pumps, Vent Protectors) 

Ray Burner Co., San Francisco, Cal. (Anti-Siphoning De- 
vices) 

Rochester Mfg. Co., Inc., Rochester, N. Y. (Gage) 

Schutte & Koerting Co., Philadelphia, Pa. (Shut-off Valves) 

Teesdale Mfg. Co., Grand Rapids, Mich. (Oil Pumps) 

Titleflex Metal Hose Co., Newark, N. J. (Flexible Metal Hose) 

Tuthill Pump Co., Chicago, Ill. (Pumps) 

United Metal Hose Co., New York City (Flexible Metal Hose) 

Viking Pump Co., Cedar Falls, lowa (Pumps) 

Wagner Electric Corp., St. Louis, Mo. (Transformers) 

Webster Electric Co., Racine, Wis. (Pumps, Strainers, Trans- 
formers, Valves) 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 
(Transformers) 

Wilson Mfg. Co., Denver, Colo. (Nozzles) 


Air Conditioning Furnaces 
See Furnaces, Air Conditioning 
Air Conditioning Units 
See Units, Air Conditioning 
Air Duct Diffusers 
See Diffusers, Air Duct 
Air Filters 
See Filters, Air 
Air Washer and Blower Combination 
See Blower and Air Washer Combination 
Ai Washers 
See Washers, Air 
Alloy Sheets 
See Sheets, Alloy 
Aluminum Rivets 
See Rivets, Aluminum 
Aluminum Roofing 
See Roofing, Aluminum 
Aluminum Sheets 
See Sheets, Aluminum 








Anchor Bolts 
See Bolts, Toggle and Anchor 
Angles, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 


Angles, Rods and Shapes, Brass and Bronze 


Aluminum Co. of America, Pittsburgh, Pa. (Aluminum) 
American Brass Co., Waterbury, Conn. 

Central Steel & Wire Co., Chicago, Ill. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 


Downs-Smith Brass & Copper Co., Long Island City, N. Y. 


Revere Copper & Brass, Inc., New York City 


Anti-Flooding Devices, Oil 
See Accessories, Oil Burner 
Anti-Siphoning Devices, Oil 
See Accessories, Oil Burner 

c Welders 
See Welders, Electric 
Asbestos Cement 
See Cement, Asbestos and Magnesia 
Asbestos-Cement R 
See Roofing, Asbestos-Cement 
Asbestos-Cement Shingles 
See Shingles, Asbestos-Cement 
Asbestos Millboard 
See Millboard, Asbestos 
Asbestos Paint 
See Paint, Asbestos 
Asbestos Paper 
See Paper, Asbestos 
Ash 
See Cans, Ash and Garbage 
Ash Pit Doors 
° See Doors, Ash Pit 
Asphalt Shingles 
See Shingles, Asphalt 
Automatic Coal Burners 
See Stokers, Domestic 
Automatic Draft Regulators 
See Regulators, Draft, Automatic 
uxiliary Furnaces, Gas 
See Furnaces, Warm Air, Gas Auxiliary 


Bags and Cases, Tool 


Bernz Co., Inc., Otto, Rochester, N. Y. 

Buhrke Co., R. H., Chicago, IIl. 

Galewski & Son, Inc., A., New York City 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Warren Leather Goods Co., Worcester, Mass. 


Belt Guards 
See Guards, Machine and Belt 
Bench Electric Drills 
See Drills, Portable, Hand and Bench, Electric 
Bench and Hand Combination Punches 
See Punches, Combination, Hand and Bench 
Bench Punches 
See Punches, Bench 
Bench Shears 
See Snips and Shears, Bench and Hand 


Benches, Work 


Auto Sheet Metal Works, Los Angeles, Cal. 
Clark Co., Geo. P., Windsor Locks, Conn. 
Koven & Bro., L. O., Jersey City, N. J. 

Lyon Metal Products, Inc., Aurora, III. 
Manley Mfg. Co., Bridgeport, Conn. 
Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Richards-Wilcox Mfg. Co., Aurora, Ill. 
Ryerson & Son, Inc., Jos. T., Chicago, Ill. 
Sheldon & Co., BE. H., Muskegon, Mich. 
Standard Pressed Steel Co., Jenkintown, Pa. 
Vanderman Mfg. Co., Willimantic, Conn. 
Whitney Metal Tool Co., Rockford, Ill. 


Blast Gates 
See Gates, Blast 
Blow Pipes 
See Systems, Blow Pipe 
se Torches 
See Torches. Blow 
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Blower and Air Washer Combination 


Air Conditioning Equipment Corp., Minneapolis, Minn. 
American Blower Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, Il. 
American Furnace Co., St. Louis, Mo. 

American Machine Products Co., Marshalltown, Iowa 
Bayley Blower Co., Milwaukee, Wis. 

Beckfield Rotary Vacuum Blower Co., Pittsburgh, Pa. 
Bedard Mfg. Co., Minneapolis, Minn. 

Bishop & Babcock Sales Co., Cleveland, O. 
Brundage Co., Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 

Caldwell-Veitch Air Control Co., Inc., Kansas City, Mo. 
Campbell Heating Co., Des Moines, Iowa 

Dail Steel Products Co., Lansing, Mich. 

Economy Baler Co., Ann Arbor, Mich. 

Falstrom Co., Passaic, N. J. 

ingles, Inc., W. A., Baltimore, Md. 

Frantz-Carroll Systems, Cleveland, O. 

Gehri & Co., Inc., A., Tacoma, Wash. 

General Machinery Co., Spokane, Wash. 

Hart Mfg. Co., Louisville, Ky. 

Hess Warming & Ventilating Co., Chicago, Il]. 
Hoersting & Holtmann Co., Dayton, O. 

Home Furnace Co., Holland, Mich. 

King Ventilating Co., Owatonna, Minn. 

Lakeside Co., Hermansville, Mich. 

Lau Heating Service, Inc., Dayton, O. 

Marshall Furnace Co., Marshall, Mich. 

May-Fiebeger Co., Newark, O. 

Meyer Furnace Co., Peoria, Il. 

Moncrief Furnace Co., Atlanta, Ga. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 

Peerless Electric Co., Warren, O. 

Premier Warm Air Heater Co., Dowagiac, Mich. 
Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

Standard Engineering Works, St. Louis, Mo. 

Staynew Filter Corp., Rochester, N. Y. 

Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Supreme Heater & Ventilating Corp., St. Louis, Mo. 
Thatcher Co., Newark, N. J. 

United States Blower & Heater Corp., Minneapolis, Minn. 
Western Blower Co., Seattle, Wash. 


Blowers, Exhaust and Ventilating 


American Blower Corp., Detroit, Mich. 

Autovent Fan & Blower Co., Chicago, II. 

Bayley Blower Co., Milwaukee, Wis. 

Buffalo Forge Co., Buffalo, N. Y. 

Caldwell-Veitch Air Control Co., Inc., Kansas City, Mo. 
Champion Blower & Forge Co., Lancaster, Pa. 
Clarage Fan Co., Kalamazoo, Mich. 

De Bothezat Impeller Co., Inc., New York City 
Diehl Mfg. Co., Elizabethport, N. J. 

Forct-Air Co., Rockford, Ill. 

Garden City Fan Co., Chicago, Ill. 

Hartzell Propeller Fan Co., Piqua, O. 

Ilg Electric Ventilating Co., Chicago, II. 

Jaden Mfg. Co., F., Hastings, Nebr. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

New York Blower Co., Chicago, Il. 

Peerless Electric Co., Warren, O. 

Standard Engineering Works, St. Louis, Mo. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Supreme Heater & Ventilating Corp., St. Louis, Mo. 
United States Blower & Heater Corp., Minneapolis, Minn. 
Western Blower Co., Seattle, Wash. 

Wing Mfg. Co., L. J.. New York City. 


Blowers, Furnace, Centrifugal 


American Blower Co., Detroit, Mich. 

Air Conditioning Equipment Corp., Minneapolis, Minn. 
American Foundry & Furnace Co., Bloomington, III. 
American Furnace Co., St. Louis, Mo. 

American Machine Products Co., Marshalltown, Iowa 
Autovent Fan & Blower Co., Chicago, III. 

Bayley Blower Co., Milwaukee, Wis. 

Bergstrom Mfg. Co., Neenah, Wis. 

Bishop & Babcock Sales Co., Cleveland, O. 

Brundage Co., Kalamazoo, Mich. 

Bryant Corp., C. L., Cleveland, O. 

Buffalo Co-operative Stove Co., Buffalo, N. Y. 
Buffalo Forge Co., Buffalo, N. Y. 

Campbell Heating Co., Des Moines, Iowa 

Champion Blower & Forge Co., Lancaster, Pa. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Clarage Fan Co., Kalamazoo, Mich. 

Dail Steel Products Co., Lansing, Mich. 

Economy Baler Co., Ann Arbor, Mich. 

Emerson Electric Mfg. Co., St. Louis, Mo. 

Fisher Air Circulator Co., Inc., Baraboo, Wis. 
Floral City Heater Co., Monroe, Mich. 

Fuel Savers, Inc., Harrisburg, Pa. 

Gehri & Co., Inc., A., Tacoma, Wash. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Hall-Neal Furnace Co., Indianapolis, Ind. 

Harold Furnace Mfg. Co., Spokane, Wash. 
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Hart Mfg. Co., Louisville, Ky. 

Henry Furnace & Foundry Co., Cleveland, O. 
Heating Systems Mfg. Corp., Joliet, Ill. 

Hess Warming & Ventilating Co., Chicago, III. 
Home Furnace Co., Holland, Mich. 

Ilg Electric Ventilating Co., Chicago, III. 
International Heater Co., Utica, N. Y. 

Iowa Foundry Co., Sioux City, Iowa 

Jaden Mfg. Co., F., Hastings, Nebr. 

Koons Furnace Co., Danville, III. 

Lakeside Co., Hermansville, Mich. 

Lau Heating Service, Inc., Dayton, O. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
Marshall Furnace Co., Marshall, Mich, 

Meyer Furnace Co., Peoria, IIl. 

Midland Furnace Co., Columbus, O. 

Montag Stove & Furnace Works, Portland, Ore. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 
New York Blower Co., Chicago, III. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Piqua Blower Co., Piqua, O. 

Premier Warm Air Heater Co., Dowagiac, Mich. 
Rosebraugh Co., W. W., Salem, Ore. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Surface Combustion Corp., Toledo,: O. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Ward Co., H. H., Chester, Pa. 

Ward Heaters Co., Ltd., Los Angeles, Cal. 
Warm Air Furnace Fan Co., Cleveland, O. 
Western Blower Co., Seattle, Wash. 

Western Furnaces, Inc., Tacoma, Wash. 
Williamson Heater Co., Cincinnati, O. 

Wise Furnace Co., Akron, O. 

Wood Hydraulic Hoist & Body Co., Detroit, Mich. 


Boiler Handles 
See Handles, Boiler 
Boiler Plate for Tanks, Etc. 
See Plates, Boiler, for Tanks, Etc. 
Bolts, Anchor 
See Bolts, Toggle and Anchor 


Bolts, Expansion 


Aluminum Co. of America, Pittsburgh, Pa. 
Diamond Expansion Bolt Co., Garwood, N. J. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 
Lamson & Sessions Co., Cleveland, O. 
National Lead Co., New York City 

Rawlplug Co., Inc., New York City 

Ryerson & Son, Inc., Joseph T., Chicago, Il. 
Star Expansion Bolt Co., New York City 


Bolts, Stove 


Aluminum Co. of America, Pittsburgh, Pa. 
Atlas Bolt & Screw Co., Cleveland, O. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Buffalo Co-operative Stove Co., Buffalo, N. Y. 
Central Steel & Wire Co., Chicago, Ill. 

Home Stove Co., Indianapolis, Ind. 

Lamson & Sessions Co., Cleveland, O. 

Pheoll Mfg. Co., Chicago, Ill. 

Prizer-Painter Stove Co., Reading, Pa. 
Republic Steel Corp., Youngstown, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ill. 


Bolts, Toggle and Anchor 


Aluminum Co. of America, Pittsburgh, Pa. 
Bethlehem Steel Co., Bethlehem, Pa. 
Diamond Expansion Bolt Co., Garwood, N. J. 
Lamson & Sessions Co., Cleveland, O. 
Rawlplug Co., Inc., New York City 

Star Expansion Bolt Co., New York City 


Boosters 
See Fans, Furnace 
Boots, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Boxes, Fill 


See Accessories, Oil Burner 


Brackets and Jacks, Ladder 


Ajax Building Bracket Co., Cleveland Heights, O. 
Mohawk Asphalt Heater Co., Schenectady, N. Y. 
United Screw & Bolt Co., Cleveland, O. 


Brakes, Metal Workers’ 


Allsteel Press Co., Chicago, IIl. 

Bertsch & Co., Cambridge City, Ind. 

Cincinnati Shaper Co., Cincinnati, O. 

Dreis & Krump Mfg. Co., Chicago, Il. 

Excelsior Tool & Machine Co., East St. Louis, III. 
Iarrell-Birmingham Co., Ine., Ansonia, Conn. 
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Long & Allstatter Co., Hamilton, O. (Power only) 
New Albany Machine Mfg. Co., New Albany, Ind. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Ohl & Co., Geo. A., Newark, N. J. 

Peck, Stow & Wilcox Co., Southington, Conn. 
Ryerson & Son, Inc., Joseph T., Chicago, Ill. 
Streine Tool & Mfg. Co., New Bremen, O. 
Whitney Metal Tool Co., Rockford, Ills. 


Brass and Bronze Angles, Rods and Shapes 
See Angles, Rods and Shapes, Brass and Bronze 
Brass Pipe and Tubes 
See Pipe and Tubes, Brass and Bronze 
Brass Rivets 


See Rivets, Brass, Copper and Iron 


Brazing Torches 


See Torches, Brazing 


Brushes, Acid 


Cleveland Acid Swab Co., Lakewood, O. 
Grumbacher, M., New York City 

Henlopen Mfg. Co., Lewis, Del. 

Milwaukee Brush Mfg. Co., Milwaukee, Wis. 
Potomac Mfg. Co., Philadelphia, Pa. 
Rubberset Co., Newark, N. J. 

Wolfe Brush Co., Pittsburgh, Pa. 


Brushes, Furnace 


Lay Co., Joseph, Portland, Ind. 

Mill-Rose Co., Cleveland, O. 

Milwaukee Brush Mfg. Co., Milwaukee, Wis. 

Osborn Mfg. Co., Cleveland, O. 

Pilley Packing & Flue Brush Mfg. Co., St. Louis, Mo. 
Schaefer Brush Mfg. Co., Milwaukee, Wis. 
Worcester Brush & Scraper Co., Worcester, Mass. 


Built-Up Roofing 
See Roofing, Built-Up 


Bulbs, Furnace, Rubber 


Canfield Co., H. O., Bridgeport, Conn. 
Canfield Rubber Co., Bridgeport, Conn. 
Lavelle Rubber Co., Chicago, I]. 

United States Rubber Co., Passaic, N. J. 
Williams-Bowman Rubber Co., Cicero, Il. 


Burners, Gas 


Aladdin Heating Corp., Oakland, Cal. 

American Stove Co. (Oil & Gasoline Div.), Cleveland, O. 
Barber Gas Burner Co., Cleveland, O. 

Beck Engineering Combustion Co., St. Louis, Mo. 
Bryant Corp., C. L., Cleveland, O. 
Burdett Mfg. Co., Chicago, Il. 

Columbia Burner Co., Toledo, O. 
Continental Stove Corp., Ironton, O. 

Eagle Foundry Co., Belleville, Il. 

Franklin Gas Appliance Co., Cincinnati, O. 
Frantz-Carroll Systems, Cleveland, O. 
Hammer-Bray Co., Ltd., Oakland, Cal. 
Hones, Inc., Charles A., Baldwin, N. Y. 
Johnson Gas Appliance Co., Cedar Rapids, 
Leahy Mfg. Co., Los Angeles, Cal. 
Lennox Furnace Co., Marshalltown, Iowa 
Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, III. 

Parker Co., Inc., C. W., Omaha, Nebr. 

Payne Furnace & Supply Co., Beverly Hills, Cal. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 

Petroleum Heat & Power Co., Stamford, Conn. 

Phillips Heating, Ventilating & Mfg. Co., Los Angeles, Cal 
Roberts Gordon Appliance Corp., Buffalo, N. Y. 

Roper Corp., Geo. D., Rockford, I11. 

Security Stove & Mfg. Co., Kansas City, Mo. 

Sonner Burner Co., Winfield, Kan. 

Standard Heating & Radiator Co., Pittsburgh, Pa. 

Surface Combustion Corp., Toledo, O. 

Swindell Dressler Corp., Pittsburgh, Pa. 

Union Mfg. Co., Inc., Boyertown, Pa. 


Burners, Oil 


Anchor Post Fence Co., Baltimore, Md. 
Automatic Burner Corp., Chicago, Il. 

Boston Machine Works Co., Lynn, Mass. 
Braden Engineering Corp., Providence, R. I. 
Bryan Steam Corp., Peru, Ind. 

Bunsen Oil Burner Corp., Hartford, Conn. 
Cary Mfg. Co., Waupaca, Wis. 

Century Engineering Corp., Cedar Rapids, lowa 
Cleveland Steel Products Co., Cleveland, O. 
Combustion Oil Burner Co., Milwaukee, Wis. 
Cope-Swift Corp., Detroit, Mich. 

Crystal Oil Burner Corp., Irvington, N. J. 
Delco Appliance Corp., Rochester, N. Y. 
Electrol, Inc., New York City 


Iowa 
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Enterprise Oil Burner Co., San Francisco, Cal. 
Florence Stove Co., Gardner, Mass. 

Fowler Oil Burner Co., Inc., Worcester, Mass. 
Gilbert & Barker Mfg. Co., Springfield, Mass. 
Grant Oil Burner Corp., Jersey City, N. J. 
Hardinge Oil Burner Co., Chicago, Ill. 

Hart Oil Burner Corp., Peoria, Ill. 

Hereo Oil Burner Co., Lancaster, Pa. 

Ingle Mfg. Co., San Diego, Cal. 

Johnson Co., S. T., Oakland, Cal. 

Johnston Mfg. Co., Minneapolis, Minn. 
Kleen-Heat Co., Chicago, Ill. 

Laco Oil Burner Co., Griswold, Iowa 

Lammert & Mann Co., Chicago, III. 

Leahy Mfg. Co., Los Angeles, Cal. 

Lynn Products Co., Lynn, Mass. 

Lyon, Conklin & Co., Baltimore, Md. 

McIlvaine Burner Corp., Evanston, Il. 
Malleable Iron Fittings Co., Branford, Conn. 
May Oil Burner Corp., Baltimore, Md. 
Mayflower Oil Burner Corp., West New York, N. J. 
Micro Corp., Bettendorf, Iowa 

Nu-Way Corp., Rock Island, Ill. 

Oil-American Burner Corp., Roselle Park, N. J. 
Oil-Elec-Tric Engineering Corp., Bethlehem, Pa. 
Perfection Stove Co., Cleveland, O. 

Petroleum Heat & Power Co., Stamford, Conn. 
Porter Corp., J. E., Ottawa, Il. 

Ray Burner Co., San Francisco, Cal. 
Reif-Rexoil, Inc., Buffalo, N. Y. 
Remington-Keystone Mfg. Co., Ridley Park, Pa. 
R-S Products Corp., Philadelphia, Pa. 
Scott-Newcomb, Inc., St. Louis, Mo. 

Security Stove & Mfg. Co., Kansas City, Mo. 
Silent Glow Oil Burner Corp., Hartford, Conn. 
Silent Knight Oil Burner Co., Marshalltown, Iowa 
Simplex Oil Heating Corp., New York City 
Standard Engineering Works, St. Louis, Mo. 
Summerheat Corp. of America, Dowagiac, Mich. 
Sunstrand Sales Co., Rockford, Il. 

Super Oil Heater Co., East Hartford, Conn. 
Taft Oil Burner Co., Boston, Mass. 
Timken-Silent Automatic Co., Detroit, Mich. 
Uni-Fire Co., Detroit, Mich. 

Walker Sales Corp., St. Joseph, Mo. 

Wayne Oil Burner Corp., ‘Fort Wayne, Ind. 
Westwick & Son, Inc., John, Galena, III. 
Williams Oil-O-Matic Heating Corp., Bloomington, IIl. 
Wizard Oil Burner Co., Barre, Vt. 

Wood Hydraulic Hoist & Body Co., Detroit, Mich. 
Woolery Machine Co., Minneapolis, Minn. 
York Oil Burner Co., Inc., York, Pa. 


Burners, Rubbish 


Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bayonne Steel Co., Inc., Long Island City, N. Y. 
Burmester Gas Furnace Mfg. Co., Omaha, Nebr. 
Clark Co., Henry N., Boston, Mass. 

Columbian Stee] Tank Co., Kansas City, Mo. 
Harrington & King Perforating Co., Chicago, III. 
Hart & Cooley Mfg. Co., Chicago, I1l. 

Ingle Mfg. Co., San Diego, Cal. 

Majestic Co., Huntington, Ind. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, III. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Polk Mfg. Co., Madison, Wis. 

Reeves Mfg. Co., Dover, O. 

Robertson Steel & Iron Co., Cincinnati, O. 
Wagner Sheet Metal Works, Sacramento, Cal. 


Cabinet Heaters 


See Heaters, Cabinet 


Cans, Ash and Garbage 


Adams Co., Dubuque, Iowa 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bayonne Steel Co., Inc., Long Island City, N. Y. 
Butler Mfg. Co., Kansas City, Mo. 

Columbian Steel Tank Co., Kansas City, Mo. 
Diener Mfg. Co., Geo. W., Chicago, Il. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Ingle Mfg. Co., San Diego, Cal. 

International Heater Co., Utica, N. Y. 

Majestic Co., Huntington, Ind. 

Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Ward Co., H. H., Chester, Pa. 

Western Blower Co., Seattle, Wash. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Woclwine Metal Products Co., Los Angeles, Cal. 


Caps and Tops, Chimney 


Accurate Mfg. Works, Chicago, IIl. 
Adams Co., Dubuque, Iowa 

Ingle Mfg. Co., San Diego, Cal. 
Iowa Foundry Co., Sioux City, Iowa 
Iwan Brothers, South Bend, Ind. 
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Rosebraugh Co., W. W., Salem, Ore. 

Standard Ventilator Co., Lewisburg, Pa. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 
Vail Mfg. Co., Fort Wayne, Ind. 

Ward Co., H. H., Chester, Pa. 


Carts or Wagons, Roofers’ 


Hummel Mfg. Co., Inc., St. Louis, Mo. 
Littleford Bros., Cincinnati, O. 
Southbridge Roofing Co., Southbridge, Mass. 


Cases, Tool 
See Bags and Cases, Tool 
Casing Rings for Furnaces 
See Rings, Furnace Casing 
Ceiling Ventilators 


See Ventilators, Ceiling 


Ceilings, Metal 


Bayonne Steel Co., Ine., Long Island City, N. Y. 
Berger Mfg. Co., Canton, O. 

Biersach & Niedermeyer, Milwaukee, Wis. 
Brooklyn-Wolf Metal Ceiling Co., Brooklyn, N. Y. 
Brown Bros., Spokane, Wash. 

Canton Steel Ceiling Co., Canton, O. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Dowman-Dozier Mfg. Co., Atlanta, Ga. 

Edwards Mfg. Co., Cincinnati, O. 
Friedley-Voshardt Co., Chicago, Ill. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Herrmann & Grace Co., Brooklyn, N. Y. 

Klauer Mfg. Co., Dubuque, Iowa 

Milcor Steel Co., Milwaukee, Wis. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Overly & Sons, W. F., Greensburg, Pa. 

Penn Metal Co. of Penn., Philadelphia, Pa. 
Reeves Mfg. Co., Dover, O. 

Riester & Thesmacher Co., Cleveland, O. 

St. Paul Corrugating Co., St. Paul, Minn. 
Schoedinger Co., F. O., Columbus, O. 

Tiffin Art Metal Co., Tiffin, O. 

Truscon Steel Co., Youngstown, O. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Woolwine Metal Products Co., Los Angeles, Cal. 


Cement, Asbestos and Magnesia 


Clinton Metallic Paint Co., Clinton, N. Y. 

Connors Paint Mfg. Co., Wm., Troy, N. Y. 

Keasbey & Mattison Co., Ambler, Pa. 

Milcor Steel Co., Milwaukee, Wis. 

Norristown Magnesia & Asbestos Co., Norristown, Pa. 
Sall Mountain Co., Chicago, II1. 

Standard Asbestos Mfg. Co., Chicago, Il. 

Wilhelm Co., A., Reading, Pa. 

Wilson, Inec., Grant, Chicago, II. 


Cement, Furnace 


Armstrong Co., Detroit, Mich. 

Buckeye Products Co., Cincinnati, O. 

Calbar Paint & Varnish Co., Philadelphia, Pa. 
Clinton Metallic Paint Co., Clinton, N. Y. 
Connors Paint Mfg. Co., Wm., Troy, N. Y. 
Harold Furnace Mfg. Co., Spokane, Wash. 
Keasbey & Mattison Co., Ambler, Pa. 

Lastik Products Co., Inc., Pittsburgh, Pa. 
Majestic Co., Huntington, Ind. 

Meyers Fuel Saver Co., Inc., Janesville, Wis. 
Milcor Steel Co., Milwaukee, Wis. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 
Norristown Magnesia & Asbestos Co., Norristown, Pa. 
Nugent Sons, Inc., Thos., New York City 
Pecora Paint Co., Philadelphia, Pa. 

Rutland Fire Clay Co., Rutland, Vt. 

Sall Mountain Co., Chicago, Il. 

Standard Asbestos Mfg. Co., Chicago, II1. 
Technical Products Co., Pittsburgh, Pa. 

U. S. Register Co., Battle Creek, Mich. 
Wilhelm Co., A., Reading, Pa. 

Wilson, Inec., Grant, Chicago, Ill. 


Cement, Roof 


Acme Refining Co., Cleveland, O. 

Calbar Paint & Varnish Co., Philadelphia, Pa. 
Carter Paint Co., Liberty, Ind. 

Clinton Metallic Paint Co., Clinton, N. Y. 
Connors Paint Mfg. Co., Wm., Troy, N. Y. 
Hetzel Roofing Products Co., Newark, N. J. 
Lastik Products Co., Inc., Pittsburgh, Pa. 
Ohmlac Paint & Refining Co., Chicago, IIl. 
Pecora Paint Co., Philadelphia, Pa. 

Rutland Fire Clay Co., Rutland, Vt. 
Thompson & Co., Pittsburgh, Pa. 

Tropical Paint & Oil Co., Cleveland, O. 

Ward Co., H. H., Chester, Pa. 

Wilhelm Co., A., Reading, Pa. 
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Chain, Furnace 


American Chain Co., Bridegport, Conn. 

Bead Chain Mfg. Co., Bridgeport, Conn. 
Bridgeport Chain & Mfg. Co., Bridgeport, Conn. 
Chain Products Co., Cleveland, O. 

Corbin Screw Corp., New Britain, Conn. 

Hart & Cooley Mfg. Co., Chicago, IIl. 

H & O Chain Mfg. Co., So. Norwalk, Conn. 
Mattauck Mfg. Co., Waterbury, Conn. 

Parker Wire Goods Co., Worcester, Mass. 
Russell Mfg. Co., Inc., John M., Naugatuck, Conn. 
Turner & Seymour Mfg. Co., Torrington, Conn. 


Chaplets 


Angell Nail & Chaplet Co., Cleveland, O. 
Fanner Mfg. Co., Cleveland, O. 
Obermayer Co., S., Chicago, Il. 


Chimney Caps and Tops 
See Caps and Tops, Chimney 


Chutes, Coal 


Adams Co., Dubuque, lowa 

Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Berger Mfg. Co., Canton, O. 

Butler Mfg. Co., Kansas City, Mo. 

Columbian Steel Tank Co., Kansas City, Mo. 
Falstrom Co., Passaic, N. J. 

Harold Furnace Mfg. Co., Spokane, Wash. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 
Klauer Mfg. Co., Dubuque, Iowa 

Majestic Co., Huntington, Ind. 

Pennsylvania Furnace & Iron Co., Warren, Pa. 
Rosebraugh Co., W. W., Salem, Ore. 

Wise Furnace Co., Akron, O. 


Circulating Heaters, Warm Air 
See Heaters, Cabinet 
Circulators, Air, Furnace 
See Fans, Furnace 
Cistern Filters 


See Filters, Cistern 


Cleaners, Furnace, Vacuum 


Air-O-Vac Furnace Cleaner Mfg. Co., Milwaukee, Wis. 
Baker Furnace Co., Toledo, O. 

Breuer Electric Mfg. Co., Chicago, III. 

Brillion Furnace Co., Brillion, Wis. 

Brown, Henry, Asheville, N. Car. 

Densmore-Quinlan Co., Kenosha, Wis. 

Grand Rapids Furnace Cleaner Co., Grand Rapids, Mich. 
Henry Furnace & Foundry Co., Cleveland, O. 

Kent Co., Rome, N. Y. 

National Super Service Co., Toledo, O. 

Ramey Mfg. Co., Columbus, O. 

Williamson Heater Co., Cincinnati, O. 


Clips, Fastening, for Roofing 


Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Falstrom Co., Passaic, N. J. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Osborn Co., J. M. & L. A., Cleveland, O. 

Western Blower Co., Seattle, Wash. 


Clips and Tips, Damper 
Adams Co., Dubuque, Iowa 
Hart & Cooley Mfg. Co., Chicago, III. 
Henry Furnace & Foundry Co., Cleveland, O. 
Parker-Kalon Corp., New York City 
U. S. Register Co., Battle Creek, Mich. 
Williamson Heater Co., Cincinnati, O. 


Cloth, Wire 
See Wire Cloth 
Coal Burners, Automatic 


See S tokers, Domestic 


Coal Furnaces 
See Furnaces, Warm Air, Coal Burning 
Chutes 


See Chutes, Coal 
Cold Air Faces, Metal 
See Faces, Cold Air and Warm Air, Metal 
d Air Faces, Wood 
See Faces, Cold Air and Warm Air, Wood 
Cold Roll Forming Machinery 
See Machinery, Cold Roll Forming 
Collectors, Dust 
See Systems, Blow Pipe 
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Combination Air Washer and Blower 
See Blower and Air Washer Combination 
Combination Hand and Bench Punches 
See Punches, Combination, Hand and Bench 
Combined es and Shears 
See Punches and Shears Combined 
Concrete Paint 
See Paint, Concrete, Waterproofing 
Conditioners, Ai 
See Furnaces, Air Conditioning, Units, Air Conditioning 
Conductor Fittings and Accessories 
See Fittings and Accessories, Conductor 
Conductor Pipe 
See Pipe, Conductor 


Consumers, Smoke 


Climax Smoke Preventor Co., Boston, Mass. 
Crown Fuel Saver Co., Richmond, Ind. 
Fuel Appliances, Inc., Cleveland, O. 
Hulson Grate Co., Keokuk, Iowa 
Williamson Heater Co., Cincinnati, O. 
Wolff Coal Saver Co., Chicago, I]. 


Control Valves, Gas Pressure 


See Valves, Gas Pressure Regulating 
Controls, Damper 
See Regulators, Damper 


Controls, Electrical 


Air Conditioning & Engineering Co., St. Louis, Mo. 
Automatic Products Co., Milwaukee, Wis. 

Cook Electric Co., Chicago, IIl. 

Detroit Lubricator Co., Detroit, Mich. 

Electronic Transformer Co., Mankato, Minn. ‘ 
General Electric Co., Schenectady, N. Y. 

Hart & Cooley Mfg. Co., Chicago, Il. 

Mercoid Corp., Chicago, Ill. 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Payne Furnace & Supply Co., Beverly Hills, Cal. 

Penn Electric Switch Co., Des Moines, lowa 

Pioneer Heat Regulator Co., Dayton, O. 

Powers Regulator Co., Chicago, Il. 

Sheer Co., H. W., Quincy, Ill. 

Supreme Electric Products Co., Rochester, N. Y. 

Teeple Co., L. R., Portland, Ore. (For Gas) 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 


Controls, Fan 
See Regulators, Fan 
Controls, Heat, Oil Burner 


See Accessories, Oil Burner 


Con Humidity 
See Regulators, Humidity 
Con Limit 


See Regulators, Limit Control 
Controls, Oil Burner 
See Accessories, Oil Burner 
Controls, Pressure, Oil Burner 
See Accessories, Oil Burner 
Controls, Room Temperature 


See Regulators, Room Temperature 


Coolers, Room 


Air Control Systems, Inc., Chicago, Ill. 
American Blower Corp., Detroit, Mich. 
American Foundry & Furnace Co., Bloomington, Il. 
Buffalo Forge Co., Buffalo, N. Y. 

Carrier Engineering Corp., Newark, N. J. 
Chicago Pump Co., Chicago, III. 

Chilaire Corp., Kansas City, Mo. 

Clarage Fan Co., Kalamazoo, Mich. 
Conditioned Air Corp., Detroit, Mich. 

Copeland Sales Co., Mt. Clemens, Mich. 
Corozone Co., Cleveland, O. 

Frigidaire Corp., Dayton, O. 

Grinnell Co., Providence, R. I. 

Ilg Electric Ventilating Co., Chicago, Il. 

Kaiser Co., H. D., Chicago, II. 

Kulair Corp., Philadelphia, Pa. 

Lewis Air Conditioners, Inc., Minneapolis, Minn. 
McCormick & Co., J. H., Williamsport, Pa. 
Modine Mfg. Co., Racine, Wis. 

Niagara Blower Co., Buffalo, N. Y. 
Parks-Cramer Co., Fitchburg, Mass. 

Servel Sales, Inc., Evansville, Ind. 

Standard Engineering Works, St. Louis, Mo. 
Strang Air Conditioning Corp., Kansas City, Mo. 
Sturtevant Co., B. F., Boston, Mass. 

Thermal Units Mfg. Co., Chic.go, Il. 








Trane Co., La Crosse, Wis. 

Typhoon Fan Co., New York City 

Watt Mfg. Co., Sterling, Ill. 

Western Tool & Equipment Co., Kansas City, Mo. 
Wolfe Engineering & Mfg. Co., Harrisburg, Pa. 
York Ice Machinery Corp., York, Pa. 


Copper Bearing Steel Sheets 
See Sheets, Copper Bearing Steel 
Copper Nails 
See Nails, Copper 


Copper, Plate and Roll 


American Brass Co., Waterbury, Conn. 

3ayonne Steel Co., Inc., Long Island City, N. Y. 
Central Steel & Wire Co., Chicago, Ill. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
National Brass & Copper Co., Lisbon, O. 

Revere Copper & Brass, Inc., New York City. 
Ryerson & Son, Inc., Joseph T., Chicago, Ill. 


Copper Rivets 
See Rivets, Brass, Copper and Iron 
Copper Roofing 
See Roofing, Copper 
Copper Sheets 
See Sheets, Copper 
Copper Sheets, Lead Coated 
See Sheets, Copper, Lead Coated 
Coppered Wire 
See Wire, Plain, Galvanized and Coppered 


Coppers, Soldering 


American Electric Heater Co., Detroit, Mich. 

Beall Bros., Alton, I11. 

3ernz Co., Inc., Otto, Rochester, N. Y. 

Clendenin Bros., Inc., Baltimore, Md. 

Central Steel & Wire Co., Chicago, IIl. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Conklin Brass & Copper Co., T. E., New York City 
Electric Materials Co., North East, Pa. 

Electric Soldering Iron Co., New York City. 

General Electric Co., Schenectady, N. Y. 

Harvey Metal Corp., Chicago, Ill. 

Klauer Mfg. Co., Dubuque, Iowa 

Linde Air Products Co., New York City 
Martin-Copeland Co., Providence, R. I. 

Minn-Kota Foundry & Mfg. Co., Fargo, N. Dak. 
Peck, Stow & Wilcox Co., Southington, Conn. 

Revere Copper & Brass, Inec., New York City. 

Swift Equipment Manufacturers, West Alexandria, O. 
Turner Brass Works, Sycamore, II. 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 


Cornices 


Berger Bros. Co., Philadelphia, Pa. 

Biersach & Niedermeyer, Milwaukee, Wis. 

3rown Bros., Spokane, Wash. 

Cincinnati Mfg. Co., Cincinnati, O. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Detroit Show Case Co., Detroit, Mich. 

Edwards Mfg. Co., Cincinnati, O. 
Friedley-Voshardt Co., Chicago, Ill. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Herrmann & Grace Co., Brooklyn, N. Y. 

Ingle Mfg. Co., San Diego, Cal. 

Kawneer Co., Niles, Mich. 

Klauer Mfg. Co., Dubuque, Iowa 

Lee & Son Co., Thomas, Cincinnati, O. 

Milcor Steei Co., Milwaukee, Wis. 

Miller & Doing, Inc., Brooklyn, N. Y. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Overly & Sons, W. F., Greensburg, Pa. 
Philadelphia Metal Stamping Co., Camden, N. J. 
Pierce Roofing Co., Olean, N. Y. 

Riester & Thesmacher Co., Cleveland, O. 

St. Paul Corrugating Co., St. Paul, Minn. 
Schoedinger Co., F. O., Columbus, O. 

Van Noorden Co., E., Boston, Mass. 


Covering, Furnace and Pipe 


Cork Import Corp., New York City 

Johns-Manville, New York City 

Keasbey & Mattison Co., Ambler, Pa. 

Mineral Felt Co., Toledo, O. 

Norristown Magnesia & Asbestos Co., Norristown, Pa. 
Rutland Fire Clay Co., Rutland, Vt. 

Sall Mountain Co., Chicago, III. 

Standard Asbestos Mfg. Co., Chicago, Il. 

U. S. Mineral Wool Co., New York City 

Wilson, Inc., Grant, Chicago, 111. 
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Covering Paste, Pipe 
See Paste, Pipe Covering 
Crimping Machines 
See Machines, Crimping 
ulvert Machinery 
See Machinery, Culvert 
Cut-Offs, Rain Water 
See Fittings and Accessories, Conductor 
Cutting Torches 
See Torches, Brazing, Cutting, Etc. 
Damper Clips and Tips 
See Clips and Tips, Damper 
Damper Quadrants and Accessories 
See Dampers, Quadrants and Accessories 


Dampers, Smoke Pipe 


Adams Co., Dubuque, Iowa 

American Foundry & Furnace Co., Bloomington, IIl. 
Boynton Furnace Co., New York City 

Howes Co., S. M., Charlestown, Mass. 

Jordan & Co., Paul R., Indianapolis, Ind. 
Lamneck Products, Inec., Columbus, O. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
Meyer & Bro. Co., Peoria, Ill. 

Milcor Steel Co., Milwaukee, Wis. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, III. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 
Parker-Kalon Corp., New York City 

Richardson & Boynton Co., New York City 
Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 
Williamson Heater Co., Cincinnati, O. 


Dampers, Warm Air, Sheet Metal, Quadrants and 
Accessories 


Acme Tin Plate & Roofing Supply Co., Philadelphia, Pa. 
Adams Co., Dubuque, Iowa 

American Foundry & Furnace Co., Bloomington, Ill. 
Hart & Cooley Mfg. Co., Chicago, Il. 

Howes Co., S. M., Charlestown, Mass. 

Johnson Co., Inc., Chas., Peoria, Ill. 

Lamneck Products, Inc., Columbus, Ohio 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
Meyer & Bro. Co., Peoria, Ill. 

Milcor Steel Co., Milwaukee, Wis. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 
Parker-Kalon Corp., New York City 

Richardson & Boynton Co., New York City 

Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 

U. S. Register Co., Battle Creek, Mich. 

Young Ventilating Co., Cleveland, O. 

Williamson Heater Co., Cincinnati, O. 


Derricks, Roofers’ 


All States Roofers Equipment & Material Co., Chicago, II]. 
Dobbie Foundry & Machine Co., Niagara Falls, N. Y. 


Destroyers, Soot 


Boyer Chemical Laboratory, Chicago, Ill. 
Cooper Sanitary Mfg. Co., Philadelphia, Pa. 
Healy-Ruff Co., St. Paul, Minn. 

International Metal Polish Co., Indianapolis, Ind. 
Moncrief Furnace Co., Atlanta, Ga. 

Saginaw Salt Products Co., Saginaw, Mich. 
Weldrum Products Co., Indianapolis, Ind. 


Devices, Anti-Flooding 

See Accessories, Oil Burner 

Devices, Anti-Siphoning 

See Accessories, Oil Burner 
Dies and Presses 
See Presses and Dies 


Diffusers, Air Duct 


American Foundry & Furnace Co., Bloomington, II1. 
Falstrom Co., Passaic, N. J. 

Fingles, Inc., W. A., Baltimore, Md. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Pennsylvania Furnace & Iron Co., Warren, Pa. 

United States Blower & Heater Corp., Minneapolis, Minn. 
U. S. Register Co., Battle Creek, Mich. 

Ward Co., H. H., Chester, Pa. 

Waterloo Register Co., Waterloo, Iowa 

Williamson Heater Co., Cincinnati, O. 


Dippers, Roofers’ 


All States Roofers Equipment & Material Co., Chicago, Il. 


Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Mohawk Asphalt Heater Co., Schenectady, N. Y. 
Southbridge Roofing Co., Southbridge, Mass. 
Ward Co., H. H., Chester, Pa. 
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Domestic Stokers 
See Stokers, Domestic 


Doors, Ash Pit 


Adams Co., Dubuque, lowa 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Excelsior Stove & Mfg. Co., Quincy, III. 

Fuel Savers, Inc., Harrisburg, Pa. 

Hart Mfg. Co., Louisville, Ky. 

Iowa Foundry Co., Sioux City, Iowa. 

Klauer Mfg. Co., Dubuque, lowa 


MaGirl Foundry & Furnace Works, P. H., Bloomington, III. 


Majestic Co., Huntington, Ind. 

May-Fiebeger Co., Newark, O. 

Milcor Steel Co., Milwaukee, Wis. 

Montag Stove & Furnace Works, Portland, Ore. 
Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, III. 
Portland Stove Foundry Co., Portland, Maine 
Waterloo Register Co., Waterloo, Iowa 

Wheeling Corrugating Co., Wheeling, W. Va. 


Doors, Kalamein 


Brown Bros., Spokane, Wash. 

Capital Iron Works Co., Topeka, Kan. 
Cincinnati Mfg. Co., Cincinnati, O. 
Coburn Trolley Track Mfg. Co., Holyoke, Mass. 
Detroit Show Case Co., Detroit, Mich. 
Empire Fireproof Door, New York City. 
Herrmann & Grace Co., Brooklyn, N. Y. 
Hopmann Cornice Co., St. Louis, Mo. 
Kawneer Co., Niles, Mich. 

Knisely Co., Harry C., Chicago, III. 

Lee & Son Co., Thomas, Cincinnati, ©. 
Mahon Co., R. C., Detroit, Mich. 

Overly & Sons, W. F., Greensburg, Pa. 
Philipp Mfg. Co., Easthampton, Mass. 
Pierce Roofing Co., Olean, N. Y. 

Riester & Thesmacher Co., Cleveland, O. 
St. Paul Corrugating Co., St. Paul, Minn. 
Syracuse Fire Door Corp., Syracuse, N. Y. 
Van Noorden Co., E., Boston, Mass. 
Variety Fire Door Co., Chicago, IIl. 
Wagner’s Sons Co., J. F., Louisville, Ky. 


Doors and Shutters, Fire 


Atchison Revolving Door Co., Independence, Kan. 
Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bayer Co., A. J., Los Angeles, Cal. 

Coburn Trolley Track Mfg. Co., Holyoke, Mass. 
Cornell Rolling Door Works, Long Island City, N. Y. 
Decatur Iron & Steel Co., Decatur, Ala. 

Detroit Steel Products Co., Detroit, Mich. 
Edwards Mfg. Co., Cincinnati, O. 

Empire Fireproof Door, New York City 
Herrmann & Grace Co., Brooklyn, N. Y. 

Hopmann Cornice Co., St. Louis, Mo. 

Kinnear Mfg. Co., Columbus, O. 

Lee & Son Co., Thomas, Cincinnati, O. 

Mahon Co., R. C., Detroit, Mich. 

Mesker & Co., Geo. L., Evansville, Ind. 

Penn Metal Co. of Penn., Philadelphia, Pa. 
Richards-Wilcox Mfg. Co., Aurora, III. 
Richmond Fireproof Door Co., Richmond, Ind. 
Saino Mfg. Co., F. L., Memphis, Tenn. 
Schoedinger Co., F. O., Columbus, O. 

Soule Steel Co., San Francisco, Cal. 

Syracuse Fire Door Corp., Syracuse, N. Y. 
Variety Fire Door Co., Chicago, III. 

Victor Products Corp., Hagerstown, Md. 

Western Steel Products Co., Duluth, Minn. 


Downspout Protectors 
See Fittings and Accessories, Conductor 
Down Spouts 
See Pipe, Conductor 
Draft Dampers, Oil Burner 
See Accessories, Oil Burner 
Draft Gages 
See Gages, Draft 
Draft Regulators, Automatic 
See Regulators, Draft, Automatic 
Drain Valves 
See Accessories, Oil Burner 


Drills, Portable, Hand and Bench, Electric 


Black & Decker Mfg. Co., Towson, Md. 
Burritt & Bro., O. W., Weedsport, N. Y. 
Champion Blower & Forge Co., Lancaster, Pa. 
Clark Jr. Electric Co., Jas., Louisville, Ky. 
Dumore Co., Racine, Wis. 

Independent Pneumatic Tool Co., Chicago, Ill. 
Ryerson & Son, Inc., Joseph T., Chicago, Ill. 
Stanley Works, New Britain, Conn. 


AMERICAN 


ARTISAN 


wn 
N 


Drive Screws 
See Screws, Drive 

Drive Screws, Hardened Metallic 
See Screws, Drive 


Duct Insulation 


See Insulation, Duct 
Eaves Trough Fittings and Accessories 
See Fittings and Accessories, Eaves Trough and Gutie» 


Eaves Trough and Gutters 


Bardes Range & Foundry Co., E. H., Cincinnati, O. 

Barnes Metal Products Co., Chicago, Ill. 

Berger Bros. Co., Philadelphia, Pa. 

Biersach & Niedermeyer, Milwaukee, Wis. 

Braden Mfg. Co., Terre Haute, Ind. 

Brown Bros., Spokane, Wash. 

Central Steel & Wire Co., Chicago, lll. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 

Danzer Metal Works, Hagerstown, Md. 

Detroit Show Case Co., Detroit, Mich. 

Dowman-Dozier Mfg. Co., Atlanta, Ga. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 

Edwards Mfg. Co., Cincinnati, O. 

Friedley-Voshardt Co., Chicago, Ill. (Ornamental) 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 

Herrmann & Grace Co., Brooklyn, N. Y. 

Ingle Mfg. Co., San Diego, Cal. 

Klauer Mfg. Co., Dubuque, lowa 

Lupton’s Sons Co., David, Philadelphia, Pa. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 

Osborn Co., J. M. & L. A., Cleveland, O. 

Overly & Sons, W. F., Greensburg, Pa. 

Pierce Roofing Co., Olean, N. Y. 

Reeves Mfg. Co., Dover, O. 

Riester & Thesmacher Co., Cleveland, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Ryerson & Son, Inc., Joseph T., Chicago, Ill. 

St. Paul Corrugating Co., St. Paul, Minn. 

Schoedinger Co., F. O., Columbus, O. 

Tiffin Art Metal Co., Tiffin, O. 

Van Noorden Co., E., Boston, Mass. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Wheeling Metal & Mfg. Co., Wheeling, W. Va. 

Woolwine Metal Products Co., Los Angeles, Cal. 

York Corrugating Co., York, Pa. “i 
Economizers, Oil Burner 


See Accessories, Oil Burner 
Edging, Roof 


Gleason Metal Edge Co., Ceres, N. Y. 
O. C. Mfg. Co., Orange City, Iowa 


Elbow Making Machinery 
See Machinery, Elbow Making 
bows, Conductor 
See Fittings and Accessories, Conductor 
Elbows, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Electric Controls 
See Controls, ‘Electrical 
Electric Furnace Regulators 
See Regulators, Furnace 
Electric Motors 
See Motors, Electric 
Electric Portable Drills 
See Drills, Portable, Hand and Bench, Electric 
Electric Welders 
See Welders, Electric 
Electrodes 
See Accessories, Oil Burner 
ust Blowers 
See Blowers, Exhaust and Ventilating 
ust Fans 
See Fans, Exhaust 
Exhaust Heads 
See Heads, Exhaust 
Expanded Metal Lath 
See Lath, Expanded Metal 
Expansion Bolts 
See Bolts, Expansion 
Extension Ladders 
See Ladders, Step and Extension 
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Fabricated Metal Flooring 
See Flooring, Fabricated Metal 


Faces, Cold Air and Warm Air, Metal 


American Foundry & Furnace Co., Bloomington, III. 
Auer Register Co., Cleveland, O. 
Central Steel & Wire Co., Chicago, Ill. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Diamond Mfg. Co., Wyoming, Pa. 

Harrington & King Perforating Co., Chicago, IIl. 
Hart & Cooley Mfg. Co., Chicago, Ill. 

Independent Register & Mfg. Co., Cleveland, O. 
Lamneck Products, Inc., Columbus, O. 

Marshall Furnace Co., Marshall, Mich. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, IIl. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Peerless Foundry Co., Indianapolis, Ind. 

Portland Stove Foundry Co., Portland, Maine 
Ravenna Furnace & Heating Co., Ravenna, O. 

Rock Island Register Co., Rock Island, Ills. 

Symonds Register Co., St. Louis, Mo. 

Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 

Uni-Flo Grille Products Co., Detroit, Mich. 

U. S. Register Co., Battle Creek, Mich. 

Waterloo Register Co., Waterloo, Iowa 


Faces, Cold Air and Warm Air, Wood 


Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
McClure Builders’ Supply Co., East Palestine, O. 
Marsh Lumber Co., Dover, O. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 

U. S. Register Co., Battle Creek, Mich. 

Waterloo Register Co., Waterloo, Iowa 


Fan Regulators 


See Regulators, Fan 


Fan Roof Ventilators 
See Ventilators, Roof, Fan 


Fans, Exhaust 


Allen Corp., Detroit, Mich. 

American Blower Corp., Detroit, Mich. 

American Machine Products Co., Marshalltown, Iowa 
Autovent Fan & Blower Co., Chicago, IIl. 

Bayley Blower Co., Milwaukee, Wis. 

Bishop & Babcock Sales Co., Cleveland, O. 

Buffalo Forge Co., Buffalo, N. Y. 

Burt Mfg. Co., Akron, O. 

Champion Blower & Forge Co., Lancaster, Pa. 
Clarage Fan Co., Kalamazoo, Mich. 

Davenport Mfg. Co., Meadville, Pa. 

De Bothezat Impeller Co., Inc., New York City 
Emerson Electric Mfg. Co., St. Louis, Mo. 
Falstrom Co., Passaic, N. J. 

Forct-Air Co., Rockford, Il. 

Fuel Savers, Inc., Harrisburg, Pa. 

Garden City Fan Co., Chicago, Il. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Hartzell Propeller Fan Co., Piqua, O. 

Ilg Electric Ventilating Co., Chicago, IIl. 

Jordan & Co., Paul R., Indianapolis, Ind. 

King Ventilating Co., Owatonna, Minn. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Meier Electric & Machine Co., Indianapolis, Ind. 
New York Blower Co., Chicago, Il. 

Peerless Electric Co., Warren, O. 

Pryne & Co., Inc., Los Angeles, Cal. 

Robbins & Myers, Inc., Springfield, O. 

Stilphen Engineering & Mfg. Co., C. A., Denver, Colo. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Supreme Heater & Ventilating Corp., St. Louis, Mo. 
Torrington Mfg. Co., Torrington, Conn. 

Victor Electric Products, Inc., Cincinnati, O. 
Wagner Electric Corp., St. Louis, Mo. 

Western Blower Co., Seattle, Wash. 

Western Rotary Ventilator Co., Inc, Los Angeles, Cal. 


- 


Fans, Furnace, Propeller Type 


A-C Mfg. Co., Inc., Pontiac, III. 

Air Conditioning Equipment Corp., Minneapolis, Minn. 
Aladdin Heating Corp., Oakland, Cal. 

American Foundry & Furnace Co., Bloomington, III. 
Brillion Furnace Co., Brillion, Wis. 

Bryant Corp., C. L., Cleveland, O. 

Buffalo Forge Co., Buffalo, N. Y. 

Campbell Heating Co., Des Moines, Iowa 

Champion Blower & Forge Co., Lancaster, Pa. 
Clarage Fan Co., Kalamazoo, Mich. 

De Bothezat Impeller Co., Inc., New York City 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Emerson Electric Mfg. Co., St. Louis, Mo. 

Fisher Air Circulator Co., Inc., Baraboo, Wis. 
Foret-Air Co., Rockford, Ill. 

Fuel Savers, Inc., Harrisburg, Pa. 
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Grand Rapids Die & Tool Co., Grand Rapids, Mich. 
Harold Furnace Mfg. Co., Spokane, Wash. 
Heating Systems Mfg. Corp., Joliet, Ill. 

Hess Warming & Ventilating Co., Chicago, Ill. 
Ilg Electric Ventilating Co., Chicago, Ill. . 
Johnston Co., Wm. W., Dayton, O. 

Marshall Furnace Co., Marshall, Mich. 

Meier Electric & Machine Co., Indianapolis, Ind. 
Montag Stove & Furnace Works, Portland, Ore. 
Peerless Electric Co., Warren, O. 

Peerless Foundry Co., Indianapolis, Ind. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Roan Mfg. Co., Racine, Wis. 

Robinson Heating & Ventilating Corp., Massillon, O. 
Round Oak Furnace Co., Dowagiac, Mich. 
Stilphen Engineering & Mfg. Co., C. A., Denver, Colo. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Super Fan Mfg. Co., Freeport, Ill. 

Torrington Mfg. Co., Torrington, Conn. 

Wagener Electric Corp., St. Louis, Mo. 

Warm Air Furnace Fan Co., Cleveland, O. 

Watt Mfg. Co., Sterling, I11. 

Williamson Heater Co., Cincinnati, O. 

Wise Furnace Co., Akron, O. 

Wood Hydraulic Hoist & Body Co., Detroit, Mich. 


Fans, Ventilating 


Allen Corp., Detroit, Mich. 

American Blower Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, Ill. 
American Machine Products Co., Marshalltown, Iowa 
American Propeller Co., South Bend, Ind. 
Autovent Fan & Blower Co., Chicago, IIl. 

Bayley Blower Co., Milwaukee, Wis. 

Bedard Mfg. Co., Minneapolis, Minn. 

Bishop & Babcock Sales Co., Cleveland, O. 

Buffalo Forge Co., Buffalo, N. Y. 

Burt Mfg. Co., Akron, O. 

Campbell Heating Co., Des Moines, Iowa 

Century Electric Co., St. Louis, Mo. 

Champion Blower & Forge Co., Lancaster, Pa. 
Clarage Fan Co., Kalamazoo, Mich. 

De Bothezat Impeller Co., Inc., New York City 
Diehl Mfg. Co., Elizabethport, N. J. 

Emerson Electric Mfg. Co., St. Louis, Mo. 
Forct-Air Co., Rockford, Ill. 

Fuel Savers, Inc., Harrisburg, Pa. 

Garden City Fan Co., Chicago, Ill. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Hudson Mfg. Co., H. D., Minneapolis, Minn. 

Ilg Electric Ventilating Co., Chicago, Ill. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Lakeside Co., Hermansville, Mich. 

Master Electric Co., Dayton, O. 

Meier Electric & Machine Co., Indianapolis, Ind. 
New York Blower Co., Chicago, IIl. 

Peerless Electric Co., Warren, O. 

Pryne & Co., Inc., Los Angeles, Cal. 

Robbins & Myers, Inc., Springfield, O. 

Robinson Heating & Ventilating Corp., Massillon, O. 
Stilphen Engineering & Mfg. Co., C. A., Denver, Colo. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Supreme Heater & Ventilating Corp., St. Louis, Mo. 
Torrington Mfg. Co., Torrington, Conn. 

Typhoon Fan Co., New York City 

Victor Electric Products, Inc., Cincinnati, O. 
Waener Electric Corp., St. Louis, Mo. 

Western Furnace Co., Seattle, Wash. 

Western Rotary Ventilator Co., Inc., Los Angeles, Cal. 
Wing Mfg. Co., L. J., New York City 


Fastening Clips for Roofing 
See Clips, Fastening for Roofing 


elt, Sheet 


See Roo ng Insulation 


es, 


See Accessories, Oil Burner 
Filters, Air, Furnace 


Air Conditioning Equipment Corp., Minneapolis, Minn. 
American Air Filter Co., Inc., Louisville, Ky. 
Bishop & Babcock Sales Co., Cleveland, O. 

Burt Air Filter Corp., Akron, O. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Filtaire Corp., Milwaukee, Wis. 

Gehri & Co., A., Tacoma, Wash. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Hess Warming & Ventilating Co., Chicago, Il. 
Independent Air Filter Co., Chicago, Il. 

Kleenaire Filter Co., Stevens Point, Wis. 

Marshall Furnace Co., Marshall, Mich. 
Owens-Illinois Glass Co., Toledo, O. 

Pennsylvania Furnace & Iron Co., Warren, O. 
Rosebraugh Co., W. W., Salem, Ore. 

Schwab & Sons Co., R. J., Milwaukee, Wis. 
Somers, Inc., H. J., Detroit, Mich. 
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Staynew Filter Corp., Rochester, N. Y. 
Tuttle Air Filter Co., Louisville, Ky. 


Filters, Air, Ventilation 


American Air Filter Co., Inc., Louisville, Ky. 
American Blower Corp., Detroit, Mich. 

Bedard Mfg. Co., Minneapolis, Minn. 

Burgess Battery Co., New York City 

Burt Air Filter Corp., Akron, O. 

Fingles, Inc., W. A., Baltimore, Md. 

Harold Furnace Mfg. Co., Spokane, Wash. 
Hess Warming & Ventilating Co., Chicago, III. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 
Independent Air Filter Co., Chicago, III. 

Iona Ventilator Co., Inc., Philadelphia, Pa. 
Kleenaire Filter Co., Stevens Point, Wis. 
Owens-IHinois Glass Co., Toledo, O. 

Perfex Corp., Milwaukee, Wis. 

Robertson Co., H. H., Pittsburgh, Pa. 

Staynew Filter Corp., Rochester, N. Y. 
Supreme Heater & Ventilating Corp., St. Louis, Mo. 
Tuttle Air Filter Co., Loiusville, Ky. 


Filters, Cistern 


Albright Aerating Filter Co., Muncie, Ind. 
Anderson Mfg. Co., Des Moines, Iowa 
Butler Mfg. Co., Kansas City, Mo. 

Cook, Inc., A. D., Lawrenceburg, Ind. 
Duro Co., Dayton, O. 

Elgin Softener Corp., Elgin, Ill. 

Fort Wayne Filter Co., Fort Wayne, Ind. 
Kraissl Co., New York City 

Lee & Son Co., Thomas, Cincinnati, O. 
Martin, Fort Wayne, Ind. 

Ranney Filter Co., Maynard, Iowa 

Royal Mfg. Co., Fort Wayne, Ind. 

Scaife & Sons Co., Wm. B., Oakmont, Pa. 
Shiloh Mfg. Co., Dayton, O. 

U. S. Cistern Filter Mfg. Co., Bloomington, III. 


Fire Doors 
See Doors and Shutters, Fire 
Firepots 
See Torches, Blow 
Firing Tools 
See Tools, Firing 


Fittings and Accessories, Conductor 
(Ellbows, Heads, Shoes, Strainers, Etc.) 


Barnes Metal Products Co., Chicago, Ill. 

Berger Bros. Co., Philadelphia, Pa. 

Berger, M. Russell, Philadelphia, Pa. 

Braden Mfg. Co., Terre Haute, Ind. 

Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, III. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Crary Mfg. Co., Middleport, O. (Cut-off) 

Dieckmann Co., Ferdinand, Cincinnati, O. 
Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Edwards Mfg. Co., Cincinnati, O. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Hussey & Co., C. G., Pittsburgh, Pa. 

Iwan Brothers, South Bend, Ind. (Hangers and Hooks) 
Klauer Mfg. Co., Dubuque, Iowa 

Milcor Steel Co., Milwaukee, Wis. 

National Lead Co., New York City 

New Delphos Mfg. Co., Delphos, O. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Osborn Co., J. M. & L. A.; Cleveland, O. 

Reeves Mfg. Co., Dover, O. 

Rival Strap Corp., New York City (Leader Straps) 
Ryerson & Son, Inc., Joseph T., Chicago, Il. 
Schoedinger Co., F. O., Columbus, 0. 

Stewart Co., O. S., Cleveland, O. (Downspout Protectors) 
Wheeling Corrugating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 

York Corrugating Co., York, Pa. 


Fittings and Accessories, Eaves Trough and Gutter 


Abbott Mfg. Co., Painesville, O. (Hangers) 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Barnes Metal Products Co., Chicago, III. 

Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 

Berger Bros. Co., Philadelphia, Pa. 

Berger, M. Russell, Philadelphia, Pa. 

Braden Mfg. Co., Terre Haute, Ind. (Mitres) 

Central Steel & Wire Co., Chicago, III. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Continental Steel Corp., Kokomo, Ind. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Edwards Mfg. Co., Cincinnati, O. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
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Hussey & Co., C. G., Pittsburgh, Pa. 

Ingle Mfg. Co., San Diego, Cal. 

Klauer Mfg. Co., Dubuque, lowa 

Lyon, Conklin & Co., Inc., Baltimore, Md. 
Milcor Steel Co., Milwaukee, Wis. 

National Lead Co., New York City 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 
Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Ohio Wire Products Co., Dover, O. 

Osborn Co., J. M. & L. A., Cleveland, O. 

Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Ryerson & Son, Inc., Joseph T., Chicago, III. 
Schoedinger Co., F. O., Columbus, O. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 
Woolwine Metal Products Co., Los Angeles, Cal. 
York Corrugating Co., York, Pa. 


Fittings and Accessories, Furnace Pipe 


See Pipe, Furnace, Fittings and Accessories 


Fittings and Accessories, Smoke Pipe 


Acer & Whedon, Inc., Medina, N. Y. 

Acme Furnace Fitting Co., Chicago, III. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Berger Bros. Co., Philadelphia, Pa. 

Bergstrom Mfg. Co., Neenah, Wis. 

Campbell Heating Co., Des Moines, Iowa 
Canonsburg Steel & Iron Works, Canonsburg, Pa. 
Cincinnati Stamping Co., Cincinnati, O. 

Clark Co., Henry N., Boston, Mass. 

Columbian Steel Tank Co., Kansas City, Mo. 
Detroit Safety Furnace Pipe Co., Detroit, Mich. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Excelsior Steel Furnace Co., Chicago, III. 
Excelsior Stove & Mfg. Co., Quincy, II. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Harold Furnace Mfg. Co., Spokane, Wash. 

Hart Mfg. Co., Louisville, Ky. 

Henry Furnace & Foundry Co., Cleveland, O. 
Hess Warming & Ventilating Cw., Chicago, Ill. (Connector) 
Hyder Furnace Co., Tacoma, Wash. 

Ingle Mfg. Co., San Diego, Cal. 

International Heater Co., Utica, N. Y. 

Johnson Co., Inc., Chas., Peoria, Ill. 

Klein Stove Co., Philadelphia, Pa. 

Lamneck Products, Inc., Columbus, O. 

Langenberg Mfg. Co., St. Louis, Mo. 

Lennox Furnace Co., Inc., Marshalltown, lowa 
Lyon, Conklin & Co., Inc., Baltimore, Md. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
Marshall Furnace Co., Marshall, Mich. 
May-Fiebeger Co., Newark, O. 

Meyer & Bro. Co., F., Peoria, Ill. 

Midland Furnace Co., Columbus, O. 

Milcor Steel Co., Milwaukee, Wis. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 
Osborn Co., J. M. & L. A., Cleveland, O. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Portland Stove Foundry Co., Portland, Maine 
Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 
U. S. Register Co., Battle Creek, Mich. 

Ward Co., H. H., Chester, Pa. 

Waierloo Register Co., Waterloo, lowa 

Wilder Metal Co., Niles, O. 

Williamson Heater Co., Cincinnati, O. 


Fittings and Accessories, Stove Pipe 


Acer & Whedon, Inc., Medina, N. Y. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Berger Bros. Co., Philadelphia, Pa. 

Canonsburg Steel & Iron Works, Canonsburg, Pa. 
Clark Co., Henry N., Boston, Mass. 

Excelsior Steel Furnace Co., Chicago, Ills. 
Excelsior Stove & Mfg. Co., Quincy, Ills. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Ingle Mfg. Co., San Diego, Cal. 

Klein Stove Co., Philadelphia, Pa. 

Lamneck Products, Inc., Columbus, O. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

Osborn Co., J. M. & L. A., Cleveland, O. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Peerless Foundry Co., Indianapolis, Ind. 
Portland Stove Foundry Co., Portland, Maine 
Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 
U. S. Register Co., Battle Creek, Mich. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Wilder Metal Co., Niles, O. 
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Flashings, Roof 


Aluminum Co. of America, Pittsburgh, Pa. 
American Brass Co., Waterbury, Conn. 

American Rolling Mill Co., Middletown, O. 

Barnes Metal Products Co., Chicago, Ills. 

Barrett Co., New York City 

Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 

Byers Co., A. M., Pittsburgh, Pa. 

Carey Co., Philip, Lockland, Cincinnati, O. 

Chase Brass & Copper Co., Waterbury, Conn. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Edwards Mfg. Co., Cincinnati, O. 

Figge Co., Chicago, Ills. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Harold Furnace Mfg. Co., Spokane, Wash. 

Ingle Mfg. Co., San Diego, Cal. 

Klauer Mfg. Co., Dubuque, Iowa 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Pacific Gas Radiator Co., Huntington Park, Cal. 
Reeves Mfg. Co., Dover, O. 

Richardson Roofing Co., Boston, Mass. 

Robertson Co., H. H., Pittsburgh, Pa. 

Rosebraugh Co., W. W., Salem, O. 

Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Wheeling Corrugating Co., Wheeling, W. Va. 


Flashings, Wall 


Aluminum Co. of America, Pittsburgh, Pa. 

American Rolling Mill Co., Middletown, O. 

Barnes Metal Products Co., Chicago, Ills. 

Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 

Byers Co., A. M., Pittsburgh, Pa. 

Cheney Co., Winchester, Mass. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Continental Steel Corp., Kokomo, Ind. 

Edwards Mfg. Co., Cincinnati, O. 

Figge Co., Chicago, Ills. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Ingle Mfg. Co., San Diego, Cal. 

Majestic Flashing Co., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Pacific Gas Radiator Co., Huntington Park, Cal. 
Reeves Mfg. Co., Dover, O. 

Robertson Co., H. H., Pittsburgh, Pa. 

Rosebraugh Co., W. W., Salem, Ore. 

Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Ward Co., H. H., Chester, Pa. 


Flexible Hose, Metal 
See Accessories, Oil Burner 
Floor Furnaces 
See Furnaces, Floor 


Flooring, Fabricated Metal 


Columbian Steel Tank Co., Kansas City, Mo. 
Granite City Steel Co., Granite City, Ils. 
Robertson Co., H. H., Pittsburgh, Pa. 
Ryerson & Son, Inc., Jos. T., Chicago, Ills. 
Wickwire, Spencer Steel Corp., New York City 
Wood Steei Co., Alan, Conshohocken, Pa. 


Flux Soldering 


Allen Co., Inc., L. B., Chicago, Ills. 

Central Steel & Wire Co., Chicago, Ills. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Milburn Co., Alexander, Baltimore, Md. 
Minn-Kota Foundry & Mfg. Co., Fargo, N. Dak. 
Pfanstiehl Chemical Co., Waukegan, Ills. 

Ruby Chemical Co., Columbus, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 


Foot Valves, Oil 
See Accessories, Oil Burner 
Forming Machinery, Cold Roll 
See Machinery, Cold Roll Forming 
Fractional H. P. Motors 
See Motors, Electric, Fractional H. P. 
Furnace Blowers 
See Blowers, Furnace 
Furnace Brushes 
See Brushes, Furnace 
Furnace Casing Rings 
See Rings, Furnace Casing 
Furnace Cement 
See Cement, Furnace 
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Furnace Chain 
See Chain, Furnace 
Furnace Covering 
See Covering, Furnace and Pipe 
Furnace Door Handles 
See Handles, Furnace Door 
Furnace Fans 
See Fans, Furnace 
Furnace Filters 
See Filters, Air, Furnace 
Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Furnace Pulleys 
See Pulleys, Furnace 
Furnace Regulators, Electric and Manual 
See Regulators, Furnace 
Furnace Repairs 
See Repairs, Stove and Furnace 
Furnace Trimmings 
See Trimmings, Stove and Furnace 
Furnace Type Humidifiers 
See Humidifiers, Furnace Type 
Furnace Vacuum Cleaners 
See Cleaners, Furnace, Vacuum 


Furnaces, Air Conditioning 


American Foundry & Furnace Co., Bloomington, Ills. 
American Furnace Co., St. Louis, Mo. 

Areweld Mfg. Co., Inc., Seattle, Wash, 
Bergstrom Mfg. Co., Neenah, Wis. 

Bryant Corp., C. L., Cleveland, O. 

Bryant Heater & Mfg. Co., Cleveland, O. 
Campbell Heating Co., Des Moines, Iowa 

Dail Steel Products Co., Lansing, Mich. 
Economy Baler Co., Ann Arbor, Mich. 

Edwards Mfg. Co., Cincinnati, O. 

Favorite Stove & Range Co., Piqua, O. 

Forest City Foundries Co., Cleveland, O. 

Fox Furnace Co., Elyria, O. 

General Electric Co., Schenectady, N. Y. 
Hall-Neal Furnace Co., Indianapolis, Ind. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Hart Mfg. Co., Louisville, Ky. 

Henry Furnace & Foundry Co., Cleveland, O. 
Hess Warming & Ventilating Co., Chicago, Ills. 
Independence Stove & Furnace Co., Independence, Mo. 
Keith Furnace Co., Des Moines, Iowa 

Lennox Furnace Co., Marshalltown, Iowa 
McCormick & Co., J. H., Williamsport, Pa. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
Majestic Co., Huntington, Ind. 

Meyer Furnace Co., Peoria, Ills. 

Midland Furnace Co., Columbus, O. 

Motor Wheel Corp., Lansing, Mich. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 
Pacific Gas Radiator Co., Huntington Park, Cal. 
Payne Furnace & Supply Co., Beverly Hills, Cal. 
Petroleum Heat & Power Co., Stamford, Conn. 
Portland Stove & Foundry Co., Portland, Maine 
Premier Warm Air Heater Co., Dowagiac, Mich. 
Robinson Furnace Co., Chicago, Ills. 

Rudy Furnace Co., Dowagiac, Mich. 

Thatcher Co., Newark, N. J. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Williamson Heater Co., Cincinnati, O. 

Wood Hydraulic Hoist & Bedy Co., Detroit, Mich. 


Furnaces, Floor 


Aladdin Heating Corp., Oakland, Cal. 

Atlas Heating & Ventilating Co., San Francisco, Cal. 
Campbell Heating Co., Des Moines, Iowa 

Cocking, Geo. J., Santa Ana, Cal. (Gas) 

Coleman Lamp & Stove Co., Wichita, Kan. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 

Eagle Foundry Co., Belleville, Ills. (Gas) 

Electrogas Furnace Co., San Francisco, Cal. 
Enterprise Foundry Co., Belleville, Ills. 

Estate Stove Co., Hamilton, O. (Gas) 

Excelsior Stove & Mfg. Co., Quincy, Ills. 

Favorite Stove & Range Co., Piqua, O. 

Foss Heating & Sheet Metal Co., Pasadena, Cal. 
Fraser Furnace Co., Stockton, Cal. 

Hammer-Bray Co., Ltd., Oakland, Cal. 

Heating Systems Mfg. Corp., Joliet, Ills. 
Independence Stove & Furnace Co., Independence, Mo. 
Jeffery Co., W. H., Toledo, O. (Gas) 

Johnston Gas Furnace Corp., Los Angeles, Cal. (Gas) 
Keith Furnace Co., Des Moines, Iowa 

Ke-Ro-Co Heater Co., Oakland, Cal. 

McLaughlin Sheet Metal Works, Sacramento, Cal. 
Miller Floor Furnace Co., Oakland, Cal. 
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Mt. Vernon Furnace & Mig. Co., Mt. Vernon, Ills. (Gas) 
Pacific Gas Appliance Co., Oakland, Cal. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Payne Furnace & Supply Co., Beverly Hills, Cal. 
Pennsylvania Furnace & Iron Co., Warren, 0. 
Rudy Furnace Co., Dowagiac, Mich. 

St. Louis Heating Co., St. Louis, Mo. 

Security Stove & Mfg. Co., Kansas City, Mu. 
Wagner Sheet Metal Works, Sacramento, Cal. 
Ward Heater Co., Ltd., Los Angeles, Cal. 
Waterman-Waterbury Co., Minneapolis, Minn. 


Furnaces, Metal Melting 


Bernz Co., Inc., Otto, Rochester, N. Y. 

Hones, Inc., Charles A., Baldwin, N. Y. 

Johnson Gas Appliance Co., Cedar Rapids, lowa 
Mohawk Asphalt Heater Co., Schenectady, N. Y. 

Surface Combustion Corp., Toledo, 0. 

Turner Brass Works, Sycamore, Ills. 

Wall Mfg. Supply Co., P., Pittsburgh, Pa. 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 


Furnaces, Soldering 


Bernz Co., Inc., Otto, Rochester, N. Y. 

Burgess Soldering Furnace Co., Columbus, O. 
Clayton & Lambert Mfg. Co., Detroit, Mich. 

Diener Mfg. Co., Geo. W., Chicago, Ills. 

Hones, Inc., Charles A., Baldwin, N. Y. 

Johnson Gas Appliance Co., Cedar Rapids, lowa 
Liquefied Gas Appliance Co., Inc., Sharpsburg, Pa. 
Minn-Kota Foundry & Mfg. Co., Fargo, N. Dak. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Roper Corp., Geo. D., Rockford, Ills. 

Surface Combustion Corp., Toledo, O. 

Swift Equipment Manufacturers, West Alexandria, O. 
Turner Brass Works, Sycamore, Ills. 

Wall Mfg. Supply Co., P., Pittsburgh, Pa. 
Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 


Furnaces, Warm Air, Coal Burning 


Agricola Furnace Co., Inc., Gadsden, Ala. 

American Foundry & Furnace Co., Bloomington, Ills. 
American Furnace Co., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 
Andes Range & Furnace Corp., Geneva, N. Y. 
Arcweld Mfg. Co., Inc., Seattle, Wash. 

Art Stove Co., Detroit, Mich. 

Bergstrom Mfg. Co., Neenah, Wis. 

Boynton Furnace Co., New York City 

Cameron Stove Co., Richmond, Va. 

Campbell Heating Co., Des Moines, lowa 

Chandler Co., Cedar Rapids, Iowa 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Cribben & Sexton Co., Chicago, Ills. 

Dail Steel Products Co., Lansing, Mich. 

Danville Stove Mfg. Co., Danville, Pa. 

Dayton Casting Co., Dayton, O. 

Deshler Foundry & Machine Works, Deshler, O. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Smrich Co., C., Columbus, O. 

Enterprise Boiler & Tank Works, Inc., Chicago, Ills. 
Enterprise Foundry Co., Belleville, Ills. 

Excelsior Steel Furnace Co., Chicago, Ills. 
Excelsior Stove & Mfg. Co., Quincy, Ills. 

Farquar Furnace Co., Wilmington, O. 

Farris Furnace Co., Springfield, Ills. 

Favorite Stove & Range Co., Piqua, O. 

Floral City Heater Co., Monroe, Mich. 

Forest City Foundries Co., Cleveland, Ohio 

Fox Furnace Co., Elyria, O. 

Fuller-Warren Co., Milwaukee, Wis. 

Gem City Stove Co., Dayton, O. 

Germer Stove Co., Erie, Pa. 

Glenwood Range Co., Taunton, Mass. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Harold Furnace Mfg. Co., Spokane, Wash. 

Hart & Crouse Co., Inc., Utica, N. Y. 

Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. 

Henry Furnace & Foundry Co., Cleveland, O. 
Hess Snyder Co., Massillon, O. 

Holland Furnace Co., Holland, Mich. 

Home Stove Co., Indianapolis, Ind. 

Ideal Furnace Co., Detroit, Mich. 

Independence Stove & Furnace Co., Independence, Mo. 
International Heater Co., Utica, N. Y. 

Iowa Foundry Co., Sioux City, Iowa 

Keeley Stove Co., Columbia, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Klein Stove Co., Philadelphia, Pa. 

Kruse Co., Indianapolis, Ind. 

Langenberg Mfg. Co., St. Louis, Mo. 

Lee Heating Systems, Pittsburgh, Pa. 

Liberty Foundry Co., St. Louis, Mo. 

London Furnace Co., London, O. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
Majestic Co., Huntington, Ind. 

Maple City Furnace Co., Monmouth, IIls. 
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May-Fiebeger Co., Newark, O. 

Mellott Furnace Co., Inc., Pittsburgh, Pa. 
Michigan Tank & Galvanizing Co., Detroit, Mich. 
Midland Furnace Co., Columbus, O. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Montag Stove & Furnace Works, Portland, Ore. 
Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, III. 
Mueller Furnace Co., L. J.,. Milwaukee, Wis. 

New York Blower Co., Chicago, Ills. 

Nugent Sons, Inc., Thos., New York City 

Osborn Co., J. M. & L. A., Cleveland, O. 

Peerless Foundry Co., Indianapolis, Ind. 

Phillips & Buttorff Mfg. Co., Nashville, Tenn. 
Phillips Heating, Ventilating & Mfg. Co., Los Angeles, Cal. 
Portland Stove Foundry Co., Portland, Maine 
Premier Warm Air Heater Co., Dowagiac, Mich. 
Quakertown Stove Works, Quakertown, Pa. 
Richardson & Boynton Co., New York City 
Richmond Stove Co., Richmond, Va. 

Rock Island Stove Co., Rock Island, Ills. 

Roper Corp., Geo. D., Rockford, Ills. 

Rosebraugh Co., W. W., Salem, Ore. 

Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

St. Clair Foundry Corp., Centralia, Ills. 

St. Louis Heating Co., St. Louis, Mo. 

Schwab Furnace & Mfg. Co., Cedar Grove, Wis. 
Schwab & Sons, R. J., Milwaukee, Wis. 

Security Stove & Mfg. Co., Kansas City, Mo. 
Sioux City Foundry & Boiler Co., Sioux City, lowa 
Solar Appliance Corp., Cleveland, O. 

Somerville Stove Works, Somerville, N. J. 

Spear Stove & Heating Co., James, Philadelphia, Pa. 
Standard Foundry & Furnace Co., DeKalb, Ills. 
Star Furnace & Foundry Co., Evansville, Ind. 
Summit Foundry Co., Geneva, N. Y. 

Twentieth Century Heating & Ventilating Co., Akron, O. 
Thatcher Co., Newark, N. J. 

Thompson Mfg. Co., Denver, Colo. 

Tubular Heating & Ventilating Co., Philadelphia, Pa. 
Union Mfg. Co., Inc., Boyertown, Pa. 

Union Stove Works, New York City. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Washington Stove Works, Everett, Wash. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Western Furnaces, Inc., Tacoma, Wash. 

Western Steel Products Co., Duluth, Minn. 
White-Warner Co., Taunton, Mass. 

Williamson Heater Co., Cincinnati, O. 

Wise Furnace Co., Akron, O. 

Youngstown Furnace Co., Youngstown, O. 


Furnaces, Warm Air, Gas Auxiliary 


Calkins & Pearce, Columbus, O. 

Cincinnati Sheet Metal & Furnace Co., Cincinnati, 
Dayton Casting Co., Dayton, O. 

Excelsior Stove & Mfg. Co., Quincy, IIls. 

Forest City Foundries Co., Cleveland, O. 

Germer Stove Co., Erie, Pa. 

Independence Stove & Furnace Co., Independence, Mo. 
Lee Heating Systems, Pittsburgh, Pa. 

Mellott Furnace Co., Inc., Pittsburgh, Pa. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ills. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 

Premier Warm Air Heater Co., Dowagiac, Mich. 
tobinson Heating & Ventilating Corp., Massillon, O. 
Scientific Heater Co., Cleveland, O. 

Twentieth Century Heating & Ventilating Co., Akron, O. 
Ward Heater Co., Ltd., Los Angeles, Cal. 

Wise Furnace Co., Akron, O. 


Furnaces Warm Air, Gas Burning 


Aladdin Heating Corp., Oakland, Cal. 

American Foundry & Furnace Co., Bloomington, Ills. 
American Furnace Co., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 
Andes Range & Furnace Corp., Geneva, N. Y. 
Armstrong Furnace Co., Columbus, O. 

Atlas Heating & Ventilating Co., San Francisco, Cal. 
Bryant Corp., C. L., Cleveland, O. 

Bryant Heater & Mfg. Co., Cleveland, O. 

Burdett Mfg. Co., Chicago, Ills. 

Burmester Gas Furnace Mfg. Co., Omaha, Nebr. 
Calkins & Pearce, Columbus, O. 

Campbell Heating Co., Des Moines, Iowa. 

Chandler Co., Cedar Rapids, Iowa. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Columbus Heating & Ventilating Co., Columbus, O. 
Cribben & Sexton Co., Chicago, Ills. 

Dail Steel Products Co., Lansing, Mich. 

Deshler Foundry & Machine Works, Deshler, O. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Economy Baler Co., Ann Arbor, Mich. 

Electrogas Furnace Co., San Francisco, Cal. 
Enterprise Foundry Co., Belleville, Ills. 

Excelsior Stove & Mfg. Co., Quincy, Ills. 

Favorite Stove & Range Co., Piqua, O. 

Forest City Foundries Co., Cleveland, O. 
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Foss Heating & Sheet Metal Co., Pasadena, Cal. 
Fox Furnace Co., Elyria, O. 

Fraser Furnace Co., Stockton, Cal. 

Germer Stove Co., Erie, Pa. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. 

Henry Furnace & Foundry Co., Cleveland, O. 
Independence Stove & Furnace Co., Independence, Mo. 
Iowa Foundry Co., Sioux City, Iowa 

Keith Furnace Co., Des Moines, Iowa 

Kruse Co., Indianapolis, Ind. 

Lee Heating Systems, Pittsburgh, Pa. 

Lennox Furnace Co., Inc., Marshalltown, lowa 
McLaughlin Sheet Metal Works, Sacramento, Cal. 
MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
Mellott Furnace Co., Inc., Pittsburgh, Pa. 

Merrill, W. W., Redlands, Cal. 

Meyer Furnace Co., Peoria, Ills. 

Midland Furnace Co., Columbus, O. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ills. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 

Pacific Gas Appliance Co., Oakland, Cal. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Pacific Heating Co., San Francisco, Cal. 

Payne Furnace & Supply Co., Beverly Hills, Cal. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Petroleum Heat & Power Co., Stamford, Conn. 


Phillips Heating, Ventilating & Mfg. Co., Los Angeles, Cal. 


Pilling & Son Co., Geo. P., Philadelphia, Pa. 
Premier Warm Air Heater Co., Dowagiac, Mich. 
Progressive Foundry Works, Rochester, N. Y. 
Ravenna Furnace & Heating Co., Ravenna, O. 
Reznor Mfg. Co., Mercer, Pa. 

Richardson & Boynton Co., New York City. 
Robinson Heating & Ventilating Corp., Massillon, O. 
Roper Corp., Geo. D., Rockford, Ills. 

Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

St. Louis Heating Co., St. Louis, Mo. 

Scientific Heater Co., Cleveland, O. 

Security Stove & Mfg. Co., Kansas City, Mo. 
Sioux City Foundry & Boiler Co., Sioux City, Iowa 
Surface Combustion Corp., Toledo, O. 

Twentieth Century Heating & Ventilating Co., Akron, O. 
Texo Heater & Mfg. Corp., Covington, Ky. 
Wagner Sheet Metal Works, Sacramento, Cal. 
Ward Heater Co., Ltd., Los Angeles, Cal. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Western Steel Products Co., Duluth, Minn. 

Wise Furnace Co., Akron, O. 

Youngstown Furnace Co., Youngstown, O. 


Furnaces, Warm Air, Gas or Oil Burning 


American Foundry & Furnace Co., Bloomington, IIs. 
American Furnace Co., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 
Andes Range & Furnace Corp., Geneva, N. Y. 
Armstrong Furnace Co., Columbus, O. 

Campbell Heating Co., Des Moines, Iowa. 

Chandler Co., Cedar Rapids, Iowa. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Economy Baler Co., Ann Arbor, Mich. 

Farquar Furnace Co., Wilmington, O. 

Favorite Stove & Range Co., Piqua, O. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. 

Iowa Foundry Co., Sioux City, lowa 

Keith Furnace Co., Des Moines, Iowa 

Kruse Co., Indianapolis, Ind. 

Langenberg Mfg. Co., St. Louis, Mo. 

Lee Heating Systems, Pittsburgh, Pa. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
Liberty Foundry Co., St. Louis, Mo. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, IIIs. 
Meyer Furnace Co., Peoria, Ills. 

Midland Furnace Co., Columbus, O. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Mueller Furnace Co., L. J.,. Milwaukee, Wis. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 


Phillips Heating, Ventilating & Mfg. Co., Los Angeles, Cal. 


Premier Warm Air Heater Co., Dowagiac, Mich. 

St. Louis Heating Co., St. Louis, Mo. 

Thiele Co., L. C., Indianapolis, Ind. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Wagner Sheet Metal Works, Sacramento, Cal. 
Williamson Heater Co., Cincinnati, O. 


Furnaces, Warm Air, Oil Burning 


American Foundry & Furnace Co., Bloomington, Ills. 
American Furnace Co., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 
Andes Range & Furnace Corp., Geneva, N. Y. 
Arcweld Mfg. Co., Inc., Seattle, Wash. 

Armstrong Furnace Co., Columbus, O. 

Campbell Heating Co., Des Moines, Iowa. 
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Cary Mfg. Co., Waupaca, Wis. 

Chandler Co., Cedar Rapids, Iowa. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Dail Steel Products Co., Lansing, Mich. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Economy Baler Co., Ann Arbor, Mich. 

Enterprise Boiler & Tank Works, Inc., Chicago, Ills. 
Evans Corp., George, Moline, Ills. 

Favorite Stove & Range Co., Piqua, O. 

Floral City Heater Co., Monroe, Mich. 

Fox Furnace Co., Elyria, O. 

General Electric Co., Schenectady, N. Y. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Hall-Neal Furnace Co., Indianapolis, Ind. 

Harold Fufnace Mfg. Co., Spokane, Wash. 

Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. 

Home Stove Co., Indianapolis, Ind. 

Ingle Mfg. Co., San Diego, Cal. 

Iowa Foundry Co., Sioux City, Iowa 

Keith Furnace Co., Des Moines, Iowa 

Kruse Co., Indianapolis, Ind. 

Langenberg Mfg. Co., St. Louis, Mo. 

Leader Boiler & Heater Co., Chicago, Ills. 

Lee Heating Systems, Pittsburgh, Pa. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
MaGirl Foundry & Furnace Works, P. H., Bloomington, IIls. 
Meyers Fuel Saver Co., Inc., Janesville, Wis. 
Michigan Tank & Galvanizing Co., Detroit, Mich. 
Midland Furnace Co., Columbus, O. 

Montag Stove & Furnace Works, Portland, Ore. 
Motor Wheel Corp., Lansing, Mich. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 
Peerless Foundry Co., Indianapolis, Ind. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Perfection Stove Co., Clevéland, O. 

Petroleum Heat & Power Co., Stamford, Conn. 
Premier Warm Air Heater Co., Dowagiac, Mich. 
Robinson Furnace Co., Chicago, Ills. 

Rock Island Stove Co., Rock Island, Ills. 
Rosebraugh Co., W. W., Salem, O. 

Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

St. Louis Heating Co., St. Louis, Mo. 

Thatcher Co., Newark, N. J. 

Thiele Co., L. C., Indianapolis, Ind. 

Thompson Mfg. Co., Denver, Colo. 

Tubular Heating & Ventilating Co., Philadelphia, Pa. 
U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Williamson Heater Co., Cincinnati, O. 

Wood Hydraulic Hoist & Body Co., Detroit, Mich. 


Furnaces, Warm Air, Pipeless 


Agricola Furnace Co., Inc., Gadsden, Ala. 
American Foundry & Furnace Co., Bloomington, Ills. 
American Furnace Co., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 
Andes Range & Furnace Corp., Geneva, N. Y. 
Armstrong Furnace Co., Columbus, O. 

Art Stove Co., Detroit, Mich. 

Bergstrom Mfg. Co., Neenah, Wis. 

Boynton Furnace Co., New York City. 

Bridge & Beach Mfg. Co., St. Louis, Mo. 
Cameron Stove Co., Richmond, Va. 

Campbell Heating Co., Des Moines, Iowa 
Chandler Co., Cedar Rapids, Iowa 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Cleveland Cooperative Stove Co., Cleveland, O. 
Co-Operative Foundry Co., Rochester, N. Y. 
Cribben & Sexton Co., Chicago, Ills. 
Detroit-Michigan Stove Co., Detroit, Mich. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Edwards Furnace Co., Wellsboro, Pa. 
Enterprise Boiler & Tank Works, Inc., Chicago, Ills. 
Enterprise Foundry Co., Belleville, Ills. 
Excelsior Steel Furnace Co., Chicago, Ills. 
Excelsior Stove & Mfg. Co., Quincy, Ills. 
Favorite Stove & Range Co., Piqua, O. 

Floral City Heater Co., Monroe, Mich. 

Forest City Foundries Co., Cleveland, O. 

Fox Furnace Co., Elyria, O. 

Fuller-Warren Co., Milwaukee, Wis. 

Gem City Stove Co., Dayton, O. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Hart & Crouse Co., Inc., Utica, N. Y. 

Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. 

Henry Furnace & Foundry Co., Cleveland, O. 
Hess Warming & Ventilating Co., Chicago, Ills. 
Holland Furnace Co., Holland, Mich. 

Ideal Furnace Co., Detroit, Mich. 

Independence Stove & Furnace Co., Independence, Mo. 
Ingle Mfg. Co., San Diego, Cal. 

International Heater Co., Utica, N. Y. 

Iowa Foundry Co., Sioux City, Iowa 

Kalamazoo Stove Co., Kalamazoo, Mich. 

Keeley Stove Co., Columbia, Pa. 

Keith Furnace Co., Des Moines, Iowa 

Klein Stove Co., Philadelphia, Pa. 
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Kruse & Dewenter Co., Indianapolis, Ind. 

Lee Heating Systems, Inc., Pittsburgh, Pa. 
Lennox Furnace Co., Inc., Marshalltown, lowa 
Liberty Foundry Co., St. Louis, Mo. 

Majestic Furnace & Mfg. Co., Inc., Seattle, Wash. 
Maple City Furnace Co., Monmouth, Iils. 
May-Fiebeger Co., Newark, O. 

Michigan Tank & Galvanizing Co., Detroit, Mich. 
Midland Furnace Co., Columbus, O. 

Montag Stove & Furnace Works, Portland, Ore. 
Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ills. 
Mueller Furnace Co., L.'J., Milwaukee, Wis. 
Neal & Co., Warren, Pa. 

Nugent Sons, Inc., Thos., New York City 

Orbon Stove Co., Belleville, Ills. 

Pacific Gas Appliance Co., Oakland, Cal. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Payne Furnace & Supply Co., Beverly Hills, Cal. 
Peerless Foundry Co., Indianapolis, Ind. 
Pennsylvania Furnace & Iron Co., Warren, Pa. 
Portland Stove Foundry Co., Portland, Maine 
Portsmouth Stove & Range Co., Portsmouth, O. 
Premier Warm Air Heater Co., Dowagiac, Mich. 
Quakertown Stove Works, Quakertown, Pa. 
Ramey Mfg. Co., Columbus, O. 

Ravenna Furnace & Heating Co., Ravenna, O. 
Richardson & Boynton Co., New York City 
Richmond Stove Co., Richmond, Va. 

Robinson Furnace Co., Chicago, Ills. 

Robinson Heating & Ventilating Corp., Massillon, O. 
Rosebraugh Co., W. W., Salem, Ore. 

Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

Rybolt Heater Co., Ashland, O. 

St. Clair Foundry Corp., Centralia, Ills. 

St. Louis Heating Co., St. Louis, Mo. 

Schill Bros. Co., Crestline, O. 

Schwab Furnace & Mfg. Co., Cedar Grove, Wis. 
Security Stove & Mfg. Co., Kansas City, Mo. 
Sexton Stove & Mfg. Co., S. B., Baltimore, Md. 
Somerville Stove Works, Somerville, N. J. 
Standard Furnace & Supply Co., Omaha, Nebr. 
Stanton Heater Co., Martins Ferry, O. 

Summit Foundry Co., Geneva, N. Y. 

Twentieth Century Heating & Ventilating Co., Akron, O. 
Thatcher Co., Newark, N. J. 

Thompson Mfg. Co., Denver, Colo. 

Tidewater Engineering Co., Gloucester, Mass. 
Tubular Heating & Ventilating Co., Philadelphia, Pa. 
Union Stove Works, New York City 

Unit Stove & Furnace Co., Belleville, Ills. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Wagner Sheet Metal Works, Sacramento, Cal. 
Walker & Pratt Mfg. Co., Boston, Mass. 

Ward Heater Co., Ltd., Los Angeles, Cal. 
Washington Stove Works, Everett, Wash. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Western Furnaces, Inc., Tacoma, Wash. 

Western Steel Products Co., Duluth, Minn. 
White-Warner Co., Taunton, Mass. 

Williamson Heater Co., Cincinnati, O. 

Wise Furnace Co., Akron, O. 


Gages, Draft 


Bacharach Industrial Instrument Co., Pittsburgh, Pa. 
Bailey Meter Co., Cleveland, O. 

Boiler Room Equipment Co., Chicago, Ills. 

Bristol Co., Waterbury, Conn. 

Brown Instrument Co., Philadelphia, Pa. 
Consolidated, Ashcroft, Hancock Co., Bridgeport, Conn. 
Defender Automatic Regulator Co., St. Louis, Mo. 
Ellison Draft Gage Co., Chicago, Ills. 

Foxboro Co., Foxboro, Mass. 

Frink Pyrometer Co., Lancaster, O. 

Hays Corp., Michigan City, Ind. 

Moeller Instrument Co., Brooklyn, N. Y. 

Pneumercator Co., New York City 

Precision Thermometer & Instrument Co., Philadelphia, Pa. 
Republic Flow Meters Co., Chicago, Ills. 

Tagliabue Mfg. Co., C. J., Brooklyn, N. Y. 

Taylor Instrument Companies, Rochester, N. Y. 
Uehling Instrument Co., Paterson, N. J. 


Gages, Oil Burner 
See Accessories, Oil Burner 
Galvanized Wire 
See Wire, Plain, Galvanized and Coppered 


Garages, Portable 


Butler Mfg. Co., Kansas City, Mo. 

Canton Steel Ceiling Co., Canton, O. 
Edwards Mfg. Co., Cincinnati, O. 

Martin Steel Products Co., Mansfield, O. 
Milcor Steel Co., Milwaukee, Wis. 

Stefco Steel Co., Michigan City, Ind. 
Surface Combustion Corp., Toledo, O. 
Western Steel Products Co., Duluth, Minn. 
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Garbage Cans 
See Cans, Ash and Garbage 
Gas Auxiliary Furnaces 
See Furnaces, Warm Air, Gas Auxiliary 
Gas Burners 
See Burners, Gas 
Gas Burning Warm Air Furnaces 


See Furnaces, Warm Air, Gas Burning 


Gas Heated Warm Air Radiators 
See Radiators, Warm Air 
Gas or Oil Burning Furnaces 
See Furnaces, Warm Air, Gas or Oil Burning 


Gas Pressure Regulating Valves 


See Valves, Gas Pressure Regulating 


Gates, Blast 


American Blower Corp., Detroit, Mich. 

Bayley Blower Co., Milwaukee, Wis. 

Berger Bros. Co., Philadelphia, Pa. 

Buffalo Forge Co., Buffalo, N. Y. 

Champion Blower & Forge Co., Lancaster, Pa. 
Farrel-Birmingham Co., Inc., Ansonia, Conn. 
Kirk & Blum Mfg. Co., Cincinnati, O. 

New York Blower Co., Chicago, Ills. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 


Gearing, Skylight 
Concrete Engineering Co., Omaha, Nebr. 
Dayton Greenhouse Mfg. Co., Dayton, O. 
Levow, David, New York City 
Lupton’s Sons Co., Philadelphia, Pa. 
Metallic Sash Operator Co., St. Louis, Mo. 
Payson Mfg. Co., Chicago, Ills. 
Weiss & Co., New York City. 


Gravity Roof Ventilators 


See Ventilators, Roof, Gravity 


Grilles, Heating and Ventilating 


American Foundry & Furnace Co., Bloomington, Ills. 
Auer Register Co., Cleveland, O. 

Brown Bros., Spokane, Wash. 

Capital Iron Works Co., Topeka, Kan. 

Cincinnati Mfg. Co., Cincinnati, O. 

Danzer Metal Works, Hagerstown, Md. 

Diamond Mfg. Co., Wyoming, Pa. 

Estey Bros. Co., Brooklyn, N. Y. 

Falstrom Co., Passaic, N. J. 

Forest City Foundries Co., Cleveland, O. 

Harrington & King Perforating Co., Chicago, Ils. 
Hart & Cooley Mfg. Co., Chicago, Ills. 

Hendrick Mfg. Co., Carbondale, Pa. 

Independent Register & Mfg. Co., Cleveland, O. 
Kawneer Co., Niles, Mich. 

Manhattan Perforating Metal Co., Ine., Long Island City, 


Marsh Lumber Co., Dover, O. (Wood) 

Marshall Furnace Co., Marshall, Mich. 
Metalace Corp., South Boston, Mass. 

Mueller Furnace Co., lL. J., Milwaukee, Wis. 
Mundt & Sons, Charles, Jersey City, N. J. 
Pacific Gas Radiator Co., Huntington Park, Cal. 
Reliance Mfg. Co., Pittsburgh, Pa. 

Standard Stamping & Perforating Co., Chicago, Ills. 
Symonds Register Co., St. Louis, Mo. 

Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 
Uni-Flo Grille Products Co., Detroit, Mich. 

U. S. Register Co., Battle Creek, Mich.’ 
Waterloo Register Co., Waterloo, Iowa 
Wickwire Spencer Steel Co., New York City 
Wooster Art Wood, Inc., Wooster, O. (Wood) 


Guards, Machine and Belt 


American Foundry & Furnace Co., Bloomington, Ills. 
Burt Mfg. Co., Akron, O. 

Columbian Steel Tank Co., Kansas City, Mo. 
Diamond Mfg. Co., Wyoming, Pa. 

Estey Bros. Co., Brooklyn, N. Y. 

Falstrom Co., Passaic, N. J. 

Grand Rapids Wire Products Co., Grand Rapids, Mich. 
Harrington & King Perforating Co., Chicago, Ills. 
Ingle Mfg. Co., San Diego, Cal. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Milcor Steel Co., Milwaukee, Wis. 

Mundt & Sons, Charles, Jersey City, N. J. 
Nortmann-Duffke Co., Milwaukee, Wis. 

Ward Co., H. H., Chester, Pa. 

Young & Bertke Co., Cincinnati, O. 


Guards, Snow 


Berger Bros. Co., Philadelphia, Pa. 
Berger, M. Russell, Philadelphia, Pa. 
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Brown Bros., Spokane, Wash. 

Cartier & Sons Co., M. N., Providence, R. I. 
Danzer Metal Works, Hagerstown, Md. 
Estey Bros. Co., Brooklyn, N. Y. 

Folsom Snow Guard Co., Boston, Mass. 
Kirk & Blum Mfg. Co., Cincinnati, O. 
Kuhnla, Ine., August, Brooklyn, N. Y. 
Levow, David, New York City 

Pierce Roofing Co., Olean, N. Y. 

Tiffin Art Metal Co., Tiffin, O. 

Wickwire Spencer Steel Co., New York City 


Gutter Fittings 
See littings and Accessories, Eaves Trough and Gutter 
Gutters 
See Eaves Trough and Gutters 
Hand Electric Drills 
See Drills, Portable, Hand and Bench, Electric 

Hand Punches 

See Punches, Hand 

Hand Shears 


See Snips and Shears, Bench and Hand 


Handles, Boiler 


Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Cuyahoga Spring Co., Cleveland, O. 

Newcomb Spring Corp., Brooklyn, N. Y. 

Stover Mfg. & Engine Co., Freeport, Ills. 

Twentieth Century Heating & Ventilating Co., Akron, O. 


Handles, Furnace Door 


Jardes Rivge & Foundry Co., E. H., Cincinnati, O. 
Cuyahoga pring Co., Cleveland, O. 

Fanner Mfg. Co., Cincinnati, O. 

Newcomb Spring Corp., Brooklyn, N. Y. 


Handles, Soldering Iron 


Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bernz Co., Inc., Otto, Rochester, N. Y. 

Clendenin Bros., Inc., Baltimore, Md. 
Parker-Kalon Corp., New York City 

Surface Combustion Corp., Toledo, O. 


Hardened Masonry Nails 
See Nails, Hardened Masonry 
Heads, Conductor 


See Fittings and Accessories, Conductor 


Heads, Exhaust 


Aeolus Dickinson, Chicago, Ills. 
Burt Mfg. Co., Akron, O. 

Ingle Mfg. Co., San Diego, Cal. 

Kirk & Blum Mfg. Co., Cincinnati, O. 


Heads, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Heat Controls, Oil Burner 
See Accessories, Oil Burner 


Heat Regulators for Oil Burners 


See Accessories, Oil Burner 
Heaters, Cabinet 


Agricola Furnace Co., Inc., Gadsden, Ala. 

Allen Mfg. Co., Nashville, Tenn. 

Automatic Burner Corp., Chicago, Ills. (Oil Burning) 

Bunsen Oil Burner Corp., Hartford, Conn. (Oil Burning) 

Continental Stove Corp., Ironton, O. (Gas) 

Eagle Foundry Co., Belleville, Ils. 

Emrich Co., C., Columbus, O. 

Estate Stove Co., Hamilton, O. (Coal, Oil, Gas) 

Excelsior Stove & Mfg. Co., Quincy, Ills. 

Favorite Stove & Range Co., Piqua, O. 

Florence Stove Co., Gardner, Mass. 

Forest City Foundries Co., Cleveland, O. 

Fox Furnace Co., Elyria, O. 

Gem City Stove Co., Dayton, O. 

Hammer-Bray Co., Ltd., Oakland, Cal. 

Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. (Gas Burning) 

Ingle Mfg. Co., San Diego, Cal. 

Keeley Stove Co., Columbia, Pa. 

Klein Stove Co., Philadelphia, Pa. 

Ke-Ro-Co Heater Co., Oakland, Cal. 

Moore Brothers Co., Joliet, Ills. 

Motor Wheel Corp., Lansing, Mich. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ills. 

Oakland Foundry Co., Belleville, Ills. (Gas Burning) 

Pacific Gas Radiator Co., Huntington Park, Cal. 

Payne Furnace & Supply Co., Beverly Hills, Cal. (Gas 
Burning) 
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Peerless Furnace Co., Indianapolis, Ind. 

Premier Warm Air Heater Co., Dowagiac, Mich. 

Pryne & Co., Inc., Los Angeles, Cal. (Gas) 

Quaker Mfg. Co., Chicago, Ills. (Oil Burning) 
Quakertown Stove Works, Quakertown, Pa. 

Rock Island Stove Co., Rock Island, Ills. 

Round Oak Furnace Co., Dowagiac, Mich. 

Scientific Heater Co., Cleveland, O. 

Security Stove & Mfg. Co., Kansas City, Mo. 

Silent Glow Oil Burner Corp., Hartford, Conn. (Oil Burning) 
Texo Heater & Mfg. Corp., Covington, Ky. 

Ward Heater Co., Ltd., Los Angeles, Cal. (Gas Burning) 
Waterman-Waterbury Co., Minneapolis, Minn. 

Young Radiator Co., Racine, Wis. 


Heaters and Kettles, Roofers’ 


Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Kxxcelsior Stove & Mfg. Co., Quincy, Ills. 

Hudson Mfg. Co., H. D., Minneapolis, Minn. 
Littleford Bros., Cincinnati, O. 

Mohawk Asphalt Heater Co., Schenectady, N. Y. 
Ward Co., H. H., Chester, Pa. 


Heaters, School Room 


American Blower Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, Ills. 
American Furnace Co., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 
Boynton Furnace Co., New York City 

Campbell Heating Co., Des Moines, Iowa 
Detroit-Michigan Stove Co., Detroit, Mich. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Estate Stove Co., Hamilton, O. 

Excelsior Stove & Mfg. Co., Quincy, Ills. 
Favorite Stove & Range Co., Piqua, O. 

Floral City Heater Co., Monroe, Mich. 
Fuller-Warren Co., Milwaukee, Wis. 

Gem City Stove Co., Dayton, O. 

Hall-Neal Furnace Co., Indianapolis, Ind. 

Harold Furnace Mfg. Co., Spokane, Wash. 

Hart Mfg. Co., Louisville, Ky. 

Heating Systems Mfg. Corp., Joliet, Ills. 

Hess Warming & Ventilating Co., Chicgo, Ills. 
Ilg Electric Ventilating Co., Chicago, Ills. 

Ingle Mfg. Co., San Diego, Cal. 

International Heater Co., Utica, N. Y. 

Keeley Stove Co., Columbia, Pa. 

Klein Stove Co., Philadelphia, Pa. 

Langenberg Mfg. Co., St. Louis, Mo. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
London Furnace Co., London, O. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
Marshall Furnace Co., Marshall, Mich. 
May-Fiebeger Co., Newark, O. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Moore Brothers Co., Joliet, 111s. 

Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ills. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 
Premier Warm Air Heater Co., Dowagiac, Mich. 
Rock Island Stove Co., Rock Island, Ills. 
Rosebraugh Co., W. W., Salem, Ore. 

Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

St. Clair Foundry Corp., Centralia, Ills. 

Security Stove & Mfg. Co., Kansas City, Mo. (Gas) 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Twentieth Century Heating & Ventilating Co., Akron, O. 
Waterman-Waterbury Co., Minneapolis, Minn. 
Western Steel Products Co., Duluth, Minn. 


Heating Grilles 
See Grilles, Heating and Ventilating 
Heating Registers, Metal 
See Registers for Heating and Ventilating, Metal 
Heating Registers, Wood 
See Registers for Heating and Ventilating, Wood 


Hooks, Flashing 


Angell Nail & Chaplet Co., Cleveland, O. 
Barnes Metal Products Co., Chicago, Ills. 
Berger Bros. Co., Philadelphia, Pa. 

Milcor Steel Co., Milwaukee, Wis. 

Wheeling Corrugating Co., Wheeling, W. Va. 


Hot Surface Paint 


See Paint, Hot Surfaces 


Humidifiers, Furnace Type 


American Foundry & Furnace Co., Bloomington, Ills. 
Automatic Humidifier Co., Cedar Falls, Iowa 

Bryant Corp., C. L., Cleveland, O. 

Cary Mfg. Co., Waupaca, Wis. 

Clarm Mechanical Devices Co., Lima, O. 
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Columbus Humidifier Co., Columbus, O. 
Detroit-Michigan Stove Co., Detroit, Mich. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Economy Baler Co., Ann Arbor, Mich. 

Fingles, Inc., W. A., Baltimore, Md. 

Forct-Air Co., Rockford, Ills. 

General Humidifier Co., Rochester, N. Y. 
Health-o-Mist Humidifier Mfg. Co., Columbus, Wis. 
Heetrozone Co., Minneapolis, Minn. 

Hess Warming & Ventilating Co., Chicago, Ills. 

Iowa Foundry Co., Sioux City, Iowa 

King Ventilating Co., Owatonna, Minn. 

Lakeside Co., Hermansville, Mich. 

Leader Boiler & Heater Co., Chicago, Ills. 

Mueller Furnace Co., L. J.. Milwaukee, Wis. 

Nugent Sons, Inc., Thos., New York City 

Roper Corp., Geo. D., Rockford, Ills. 

Rudy Furnace Co., Dowagiac, Mich. 

Sallada Mfg. Co., Ine., Minneapolis, Minn. 

Sheer Co., H. M., Quincy, Ills. 

Skuttle Co., J. L., Dowagiac, Mich. 

Somers, Inc., H. J., Detroit, Mich. 

Spear Stove & Heating Co., James, Philadelphia, Pa. 
Standard Engineering Works, St. Louis, Mo. 
Stilphen Engineering & Mfg. Co., C. A., Denver, Colo. 
Surface Combustion Corp., Toledo, O. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Williamson Heater Co., Cincinnati, O. 

Wisconsin Humidifier Co., Milwaukee, Wis. 


Humidifiers, Spray and Washer Type 


Air Conditioning Equipment Corp., Minneapolis, Minn. 
Air-Control Systems, Inc., Chicago, IIs. 

American Air Purifier Corp., New York City 
American Foundry & Furnace Co., Bloomington, Ills. 
American Machine Products Co., Marshalltown, Iowa 
Aqualator Div. Wilcolator Co., Newark, N. J. 

Bayley Blower Co., Milwaukee, Wis. 

Bedard Mfg. Co., Minneapolis, Minn. 

Bishop & Babcock Sales Co., Cleveland, O. 

Brundage Co., Kalamazoo, Mich. 

Bryant Corp., C. L., Cleveland, O. 

Buffalo Forge Co., Buffalo, N. Y. 

Caldwell-Veitch Air Control Co., Inc., Kansas City, Mo. 
Carrier-York Corp., Philadelphia, Pa. 

Economy Baler Co., Ann Arbor, Mich. 

Emerson Electric Mfg. Co., St. Louis, Mo. 

Falstrom Co., Passaic, N. J. 

Fingles, Inc., W. A., Baltimore, Md. 

Forct-Air Co., Rockford, Ills. 

Frantz-Carroll Systems, Cleveland, O. 

Gehri & Co., Inc., A., Tacoma, Wash. 

General Machinery Co., Spokane, Wash. 

Heetrozone Co., Minneapolis, Minn. 

Hess Warming & Ventilating Co., Chicago, Ills. 
Hoersting & Holtmann Co., Dayton, O. 

Ilg Electric Ventilating Co., Chicago, Ills. 

Jaden Mfg. Co., F., Hastings, Nebr. 

King Ventilating Co., Owatonna, Minn. 

Ladeside Co., Hermansville, Mich. 

Lau Heating Service, Inc., Dayton, O. 

Lewis Air Conditioners, Inc., Minneapolis, Minn. 
Meyer Furnace Co., Peoria, Ills. 

Mueller Furnace Co., L. J... Milwaukee, Wis. 

Rudy Furnace Co., Dowagiac, Mich. 

Sheer Co., H. M., Quincy, Ills. 

Somers, Inc., H. J., Detroit, Mich. 4 

Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Supreme Electric Products Corp., Rochester, N. Y. 
Thatcher Co., Newark, N. J. 

United States Blower & Heater Corp., Minneapolis, Minn. 
Western Blower Co., Seattle, Wash. 


Humidity Regulators 


See Regulators, Humidity 


Insulation, Duct 


Armstrong Cork & Insulation Co., Lancaster, Pa. 
Burgess Battery Co., New York City (Sound Deadening) 
Cabot Sons, Inc., Samuel, Boston, Mass. 

Cork Import Corp., New York City 

Fingles, Inc., W. A., Baltimore, Md. 

Johns-Manville, New York City 

Mineral Felt Co., Toledo, O. 

Norristown Magnesia & Asbestos Co., Norristown, Pa. 
Sall Mountain Co., Chicago, Ills. 

U. S. Mineral Wool Co., New York City 

Ward Co., H. H., Chester, Pa. 

Wilson, Inc., Grant, Chicago, Ills. 

Wood Conversion Co., Cloquet, Minn. 


Insulation, Roof 


Armstrong Cork & Insulation Co., Lancaster, Pa. 
Celotex Co., Chicago, Ills. 

Cork Import Corp., New York City 
Johns-Manville, New York City 

U. S. Mineral Wool Co., New York City 
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Ward Co., H. H., Chester, Pa. 
Wood Conversion Co., Cloquet, Minn. 


Insulation, Wall 


Aluminum Co. of America, Pittsburgh, Pa. 
Armstrong Cork & Insulation Co., Lancaster, Pa. 
Berger Mfg. Co., Canton, O. 

Celotex Co., Chicago, Ills. 

Cork Import Corp., New York City 

Cornell Wood Products Co., Chicago, Ills. 
fagle-Picher Lead Co., Cincinnati, O. 

Fire-Tex Insulation Board Co., St. Helens, Ore. 
General Insulating & Mfg. Co., Alexandria, Ind. 
Insulite Co., Minneapolis, Minn. 
Johns-Manville, New York City 

Maizewood Products Corp., Chicago, Ills. 
Masonite Corp., Chicago, Ills. 

Mineral Felt Co., Toledo, O. 


Norristown Magnesia & Asbestos Co., Norristown, Pa. 


Sprayo-Flake Co., Milwaukee, Wis. 
Thermax Corp., Chicago, Ils. 

Union Fibre Co., Inc., Winona, Minn. 

U. S. Mineral Wool Co., New York City 
Upson Co., Lockport, N. Y. 

Ward Co., H. H., Chester, Pa. 

Wilson, Inc., Grant, Chicago, Ills. 

Wood Conversion Co., Cloquet, Minn. 
Wood-Fibre Board Corp., New York City 


Iron Plates 
See Plates, Iron 
Iron Rivets 
See Rivets, Brass, Copper and Iron 
Iron Roo 
See Roofing, Iron and Steel 
Iron Sheets 
See Sheets, Iron and Steel 
Iron Work Paint 
See Paint, Iron Work 
Irons, Soldering 
See Coppers, Soldering 
Jacks, Ladder 
See Brackets and Jacks, Ladder 
Joints, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Kalameim Doors 
See Doors, Kalamein 
Kettles, Roofers’ 
See Heaters and Kettles, Roofers’ 
Ladder Brackets and Jacks 


See Brackets and Jacks, Ladder 


Ladders, Step and Extension 


Berger Bros. Co., Philadelphia, Pa. 
Chesebro-Whitman Co., Long Island City, N. Y. 
Consolidated Pump & Ladder Co., Toledo, O. 
Cupples Co., St. Louis, Mo. 

Fellows & Co., Inc., Boston, Mass. 

Goshen Churn & Ladder Co., Goshen, Ind. 
Goshen Mfg. Co., Goshen, Ind. 

Patterson Ladder Co., Oakland, Cal. 

Tilley Ladders Co., John S., Watervliet, N. Y. 


Ladles, Metal Melting 


Bernz Co., Inc., Otto, Rochester, N. Y. 
Johnson, Inc., William, Newark, N. J. 
Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Ward Co., H. H., Chester, Pa. 


Lath, Expanded Metal 


American Rolling Mill Co., Middletown, O. 

Berger Mfg. Co., Canton, O. 

Milcor Steel Co., Milwaukee, Wis. 

Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Republic Steel Corp., Youngstown, O. 

tyerson & Son, Inc., Joseph T., Chicago, Ills. 

U. S. Gypsum Co., Chicago, Ills. 

Wheeling Corrugating Co., Wheeling, W. Va. 


Lead Coated Copper Sheets 
See Sheets, Copper, Lead Coated 
Lead Roofing 
See Roofing, Lead 
Lead Sheets 
See Sheets, Lead 
Leader Straps 


See Fittings and Accessories, Conductor 
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Limit Control Regulators 


See Regulators, Limit Control 


Louvres, Ventilating 


Aluminum Co. of America, Pittsburgh, Pa. 
American Foundry & Furnace Co., Bloomington, IIls. 
Arex Co., Chicago, Ills. 

Auer Register Co., Cleveland, O. 

Buffalo Forge Co., Buffalo, N. Y. 

Burt Mfg. Co., Akron, O. 

Caldwell-Veitch Air Control Co., Inc., Kansas City, Mo. 
Champion Blower & Forge Co., Lancaster, Pa. 
Emerson Electric Mfg. Co., St. Louis, Mo. 

Falstrom Co., Passaic, N. J. 

Fingles, Inc., W. A.,. Baltimore, Md. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Harold Furnace Mfg. Co., Spokane, Wash. 

Hart & Cooley Mfg. Co., Chicago, Lils. 

Hudson Mfg. Co., H. D., Minneapolis, Minn. 

Ilg Electric Ventilating Co., Chicago, Ills. 

Ingle Mfg. Co., San Diego, Cal. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Kleenaire Filter Co., Stevens Point, Wis. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, IIls. 
Moncrief Furnace Co., Atlanta, Ga. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Robertson Co., H. H., Pittsburgh, Pa. 

Symonds Register Co., St. Louis, Mo. 

Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 

U. S. Register Co., Battle Creek, Mich. 

Ward Co., H. H., Chester, Pa. 


Machine Guards 
See Guards, Machine and Belt 


Machinery, Cold Roll Forming 


Allsteel Press Co., Inc., Chicago, Ills. 

Bertsch & Co., Cambridge City, Ind. 

Danzer Metal Works, Hagerstown, Md. 
Farrel-Birmingham Co., Inc., Ansonia, Tex. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Nichols Mfg. Co., L. O., Kansas City, Mo. 
Yoder Co., Cleveland, O. 


Machinery, Culvert 


Bertsch & Co., Cambridge City, Ind. 
Klauer Mfg. Co., Dubuque, Iowa 
Streine Tool & Mfg. Co., New Bremen, O. 


Machinery, Elbow Making 


Lyon, Conklin & Co., Inc., Baltimore, Md. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


Machinery, Strip Rolling 


Bliss Co., E. W., Brooklyn, N. Y. 
Torrington Mfg. Co., Torrington, Conn. 
Yoder Co., Cleveland, O. 


Machines, Crimping 


Bertsch & Co., Cambridge City, Ind. 

Bliss Co., E. W., Brooklyn, N. Y. 

Kohler Mfg. Co., Pittsburgh, Pa. (Stove Pipe) 
New Albany Machine Mfg. Co., New Albany, Ind. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Streine Tool & Mfg. Co., New Bremen, O. 


Machines, Nibbling 


American Chain Co., Bridgeport, Conn. 
Campbell, Inc., Andrew C., Waterbury, Conn. 
Savage Co., Inc., W. J., Knoxville, Tenn. 
Schatz Mfg. Co., West Poughkeepsie, N. Y. 


Machines, Seaming 


Ams Machine Co., Max, New York City 

Bliss Co., E. W., Brooklyn, N. Y. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Stolp Co., Inc., Geneva, N. Y. 

Streine Tool & Mfg. Co., New Bremen, O. 
Toledo Machine & Tool Co., Toledo, O. 

Yoder Co., Cleveland, O. 


Machines, Slitting 
Bertsch & Co., Cambridge City, Ind. 


Bliss Co., E. W., Brooklyn, N. Y. 
Buffalo Forge Co., Buffalo, N. Y. 
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Cleveland Knife & Forge Co., Cleveland, O. 
Dreis & Krump Mfg. Co., Chicago, Ills. 
Hendley & Whittemore Co., Beloit, Wis. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Quickwork Co., St. Marys, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Streine Tool & Mfg. Co., New Bremen, O. 
Toledo Machine & Tool Co., Toledo, O. 

Yoder Co., Cleveland, O. 


Machines, Welding 
See Welders, Electric 


Machines, Wiring 


Bliss Co., E. W., Brooklyn, N. Y. 

Magee Sheet Metal Machinery Co., Ypsilanti, Mich. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Quickwork Co., St. Marys, O. 

Toledo Machine & Tool Co., Toledo, O. 

Yoder Co., Cleveland, O. 


Magnesia Cement 
See Cement, Asbestos and Magnesia 


Manual Furnace Regulators 


See Regulators, Furnace 


Marquise 
Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Mesker & Co., Geo. L., Evansville, Ind. 
Milcor Steel Co., Milwaukee, Wis. 
Norman Sheet Metal Mfg. Co., Nevada, Mo. 
Philadelphia Metal Stamping Co., Camden, N. J. 


Melting Furnaces 
See Furnaces, Metal Melting 
Metal Ceilings 
See Ceilings, Metal 
Metal Expanded Lath 
See Lath, Expanded Metal 
Metal Fabricated Flooring 
See Flooring, Fabricated Metal 
Metal Faces 
See Faces, Cold Air and Warm Air, Metal 
Metal Melting Furnaces 
See Furnaces, Metal Melting 
Metal Melting Ladles 
See Ladles, Metal Melting 
Metal Registers 
See Registers for Heating and Ventilating, Metal 
Metal Shingles 
See Shingles and Tile, Metal 
Metal Tile 
See Shingles and Tile Metal 
Metal Weather Strips 
See Weather Strips, Metal 
Metal Workers’ Tools 
See Tools, Metal Workers’ 


Metals, Perforated, Sheet and Plate 


Auer Register Co., Cleveland, O. 

Bliss Co., E. W., Brooklyn, N. Y. 

Chicago Perforating Co., Chicago, Ills. 

Columbian Steel Tank Co., Kansas City, Mo. 

Diamond Mfg. Co., Wyoming, Pa. 

Erdle Perforating Co., Rochester, N. Y. 

Falstrom Co., Passaic, N. J. 

Harrington & King Perforating Co., Chicago, Ills. 

Hendrick Mfg. Co., Carbondale, Pa. 

Manhattan Perforating Metal Co., Inec., Long Island City, 
N. Y. 

Mundt & Sons, Charles, Jersey City, N. J. 

Nortmann-Duffke Co., Milwaukee, Wis. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 

Standard Stamping & Perforating Co., Chicago, IIls. 

Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 


Millboard, Asbestos 


Darcoid Co., Inc., New York City 

Ehret Magnesia Mfg. Co., Valley Forge, Pa. 

Janos Asbestos Co., New York City 

Johns-Manville, New York City 

Keasbey & Mattison Co., Ambler, Pa. 

Norristown Magnesia & Asbestos Co., Norristown, Pa. 
Sall Mountain Co., Chicago, Ills. 
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Smith & Kanzler, Inc., Elizabeth, N. J. 
Standard Asbestos Mfg. Co., Chicago, Ills. 
Wilson, Inc., Grant, Chicago, Ill. 


Monel Metal Sheets 
See Sheets, Monel Metal 


Mop Heads, Roofers’ 


Capital Mfg. Co., Kingsville, Tex. 

Colley Mfg. Co., Elberton, Ga. 

Fisele Mop Mfg. Co., Thos. J., St. Louis, Mo. 
Levow, David, New York City 


Motors, Electric, Fractional H. P. 


Allis-Chalmers Mfg. Co., Milwaukee, Wis. 

Allis Mfg. Co., Louis, Milwaukee, Wis. 

Baldor Electric Co., St. Louis, Mo. 

Black & Decker Mfg. Co., Baltimore, Md. 
Bodine Electric Co., Chicago, Ills. 
Brown-Brockmeyer Co., Inc., Dayton, O. 

Burke Electric Co., Erie, Pa. 

Century Electric Co., St. Louis, Mo. 

Clark Jr. Electric Co., James, Louisville, Ky. 
Continental Electric Co., Newark, N. J. 
Crocker-Wheeler Electric Mfg. Co., Ampere Station, N. J. 
Delco Products Corp., Dayton, O. 

Diehl Mfg. Co., Elizabeth, N. J. 

Dumore Co., Racine, Wis. 

Emerson Electric Mfg. Co., St. Louis, Mo. 
Fairbanks, Morse & Co., Chicago, IIls. 

Galvin Electric Mfg. Co., St. Louis, Mo. 
General Electric Co., Schenectady, N. Y. 

Hobart Bros. Co., Troy, O. 

Holtzer-Cabot Electric Co., Boston, Mass. 
Howell Electric Motors Co., Howell, Mich. 
Ideal Electric & Mfg. Co., Mansfield, O. 
Imperial Electric Co., Akron, O. 

Janette Mfg. Co., Chicago, Ills. 

Leland Electric Co., Dayton, O. 

Lincoln Electric Co., Cleveland, O. 

Master Electric Co., Dayton, O. 

Ohio Electric Mfg. Co., Cleveland, O. 

Peerless Electric Co., Warren, O. 

Reliance Electric & Engineering Co., Cleveland, O. 
Robbins & Myers, Inc., Springfield, O. 

Star Electric Motor Co., Newark, N. J. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Valley Electric Co., St. Louis, Mo. 

Wagner Electric Corp., St. Louis, Mo. 
Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 
Zobell Electric Motor Corp., Garwood, N. J 


Moulds, Solder and Lead 


Fanning Co., J. P., Brooklyn, N. Y. 

Johnson, Inc., Wm., Newark, N. J. 

Kupferle Foundry Co., John C., St. Louis, Mo. 
Schweizer Co., Chas. K., St. Louis, Mo. 
Vulcan Iron Works, Chicago, Ills. 


Nails, Copper 


American Steel Co., Pittsburgh, Pa. 

Angell Nail & Chaplet Co., Cleveland, O. 

Barnes Metal Products Co., Chicago, Ills. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 

Central Steel & Wire Co., Chicago, Ills. 

Chase Brass & Copper Co., Waterbury, Conn. 

Clendenin Bros., Inc., Baltimore, Md. 

Copperweld Steel Co., Glassport, Pa. 

Deniston Co., Chicago, Ills. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Hassall, Inc., John, Brooklyn, N. Y. : 
Klauer Mfg. Co., Dubuque, Iowa 

Maze Co., W. H., Peru, Ills. 

Milcor Steel Co., Milwaukee, Wis. 

Turner & Seymour Mfg. Co., Torrington, Conn. 


Nails, Hardened Masonry 


Central Steel & Wire Co., Chicago, Ills. 
Continental Steel Corp., Kokomo, Ind. 
Parker-Kalon Corp., New York City 


Nails, Roofing 


American Rolling Mill Co., Middletown, O. 

Angell Nail & Chaplet Co., Cleveland, O. 

Barnes Metal Products Co., Chicago, Ills. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 
Bethlehem Steel Co., Bethlehem, Pa. 

Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Continental Steel Corp., Kokomo, Ind. 

Copperweld Steel Co., Glassport, Pa. 

Deniston Co., Chicago, Ills. 

Dickson Weatherproof Nail Co., Evanston, Ills. 
Edwards Mfg. Co., Cincinnati, O. 
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Globe Iron Roofing & Corrugating Co., Cincinnati, O. 

Gulf States Steel Co., Birmingham, Ala. 

Hassall, Inc., John, Brooklyn, N. Y. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa. 

Klauer Mfg. Co., Dubuque, lowa 

Maze Co., W. H., Peru, Ills. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 

Streine Tool & Mfg. Co., New Bremen, O. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Youngstown Sheet & Tube Co., Youngstown, O. 
Nails, Wire 

American Rolling Mill Co., Middletown, O. 

American Steel Co., Pittsburgh, Pa. 

Angell Nail & Chaplet Co., Cleveland, O. 

Barnes Metal Products Co., Chicago, Ills. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 

Bethlehem Steel Co., Bethlehem, Pa. 

Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 

Continental Steel Corp., Kokomo, Ind. 

Copperweld Steel Co., Glassport, Pa. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 

Gulf States Steel Co., Birmingham, Ala. 

Hassall, Inc., John, Brooklyn, N. Y. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa. 

Republic Steel Corp., Youngstown, O. 

Robertson Steel & Iron Co., Cincinnati, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Youngstown Sheet & Tube Co., Youngstown, O. 


Nails, Zinc 


Angell Nail & Chaplet Co., Cleveland, O. 
Barnes Metal Products Co., Chicago, Ills. 
Hassall, Inc., John, Brooklyn, N. Y. 

Maze Co., W. H., Peru, Ills. 

Milcor Steel Co., Milwaukee, Wis. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Nibbling Machines 
See Machines, Nibbling 
Nozzles, Oil Burner 
See Accessories, Oil Burner 
Offsets, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Oil Burner Auth Sighouing Devices 
See Accessories, Oil Burner 
Oil Burner Controls 
See Accessories, Oil Burner 
Oil Burner Drain Valves 
See Accessories, Oil Burner 
Oil Burner Fittings 
See Accessories, Oil Burner 
Oil Burner Heat Regulators 
See Accessories, Oil Burner 
Oil Burner Regulating Valves 
See Accessories, Oil Burner 
Oil Burner Shut-Off Valves 
See Accessories, Oil Burner 
Oil Burner Strainers 
See Accessories, Oil Burner 
Oil Burner Switches 
See Accessories, Oil Burner 
Burners 
See Burners, Oil 
Oil Burning Furnaces 
See Furnaces, Warm Air, Oil Burning 
Oil Burning Warm Air Radiators 
See Radiators, Warm Air 
Oil or Gas Burning Furnaces 
See Furnaces, Warm Air, Gas or Oil Burning 
il Regulating Valves 
See Accessories, Oil Burner 
Oils, Paint 
Baltimore Oil Co., Baltimore, Md. 
Certain-teed Products Corp., New York City 
Continental Products Co., Euclid, O. 
National Lead Co., New York City 


National Oil Products Co., Harrison, N. J. 
Thompson & Co., Pittsburgh, Pa. 
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Ornaments, Sheet Metal 


Aluminum Co. of America, Pittsburgh, Pa. 

Edwards Mfg. Co., Cincinnati, O. 

Friedley-Voshardt Co., Chicago, Ills. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 

Kelly Co., Wm. J., Brooklyn, N. Y. 

Milcor Steel Co., Milwaukee, Wis. 

Miller & Doing, Inec., Brooklyn, N. Y. 

Newport Rolling Mill Co., Newport, Ky. 
Philadelphia Metal Stamping Co., Camden, N. J. 


Oxy-Acetylene Torches 


See Torches, Brazing, Cutting, Welding, Oxy-Acctylene 


Paint, Aluminum 


Calbar Paint & Varnish Co., Philadelphia, Pa. 
Connors Paint Mfg. Co., Wm., Troy, N. Y. 
Continental Products Co., Euclid, O. 

Lastik Products Co., Inec., Pittsburgh, Pa. 
Thompson & Co., Pittsburgh, Pa. 

Tropical Paint & Oil Co., Cleveland, O. 
Wilhelm Co., A., Reading, Pa. 


Paint, Asbestos 


Calbar Paint & Varnish Co., Philadelphia, Pa. 
Hetzel Roofing Products Co., Newark, N. J. 
Johns-Manville, New York City 

Lastik Products Co., Inc., Pittsburgh, Pa. 
Ohmlac Paint & Refining Co., Chicago, Ills. 
Rutland Fire Clay Co., Rutland, Vt. 

Sall Mountain Co., Chicago, Ills. 

Standard Asbestos Mfg. Co., Chicago, Ills. 
Technical Products Co., Pittsburgh, Pa. 
Thompson & Co., Pittsburgh, Pa. 

Tropical Paint & Oil Co., Cleveland, O. 
Wilson, Ine., Grant, Chicago, Ills. 


Paint, Concrete, Waterproofing 


Berger Mfg. Co., Canton, O. 

Calbar Paint & Varnish Co., Philadelphia, Pa. 
Carter Paint Co., Liberty, Ind. 

Connors Paint Mfg. Co., Wm., Troy, N. Y. 
Continental Products Co., Euclid, O. 

Hetzel Roofing Products Co., Newark, N. J. 
Horn Co., A. C., Long Island City, N. Y. 
Lastik Products Co., Inec., Pittsburgh, Pa. 
Ohmlac Paint & Refining Co., Chicago, Ills. 
Robertson Co., H. H., Pittsburgh, Pa. 
Technical Products Co., Pittsburgh, Pa. 
Thompson & Co., Pittsburgh, Pa. 

Tropical Paint & Oil Co., Cleveland, O. 
Wilhelm Co., A., Reading, Pa. 


Paint, Hot Surfaces 


Calbar Paint & Varnish Co., Philadelphia, Pa. 
Carter Paint Co., Liberty, Ind. 

Connors Paint Mfg. Co., Wm., Troy, N. Y. 
Hetzel Roofing Products Co., Newark, N. J. 
Horn Co., A. C., Long Island City, N. Y. 
Ohmlac Paint & Refining Co., Chicago, Ills. 
Thompson & Co., Pittsburgh, Pa. 

Tropical Paint & Oil Co., Cleveland, O. 
Wilhelm Co., A., Reading, Pa. 


Paint, Iron Work 


Calbar Paint & Varnish Co., Philadelphia, Pa. 
Carter Paint Co., Liberty, Ind. 

Connors Paint Mfg. Co., Wm., Troy, N. Y. 
Continental Products Co., Euclid, O. 
Hetzel Roofing Products Co., Newark, N. J. 
Horn Co., A. C., Long Island City, N. Y. 
Lastik Products Co., Pittsburgh, Pa. 

Ohio Varnish Co., Cleveland, O. 

Ohmlac Paint & Refining Co., Chicago, Ils. 
Thompson & Co., Pittsburgh, Pa. 

Tropical Paint & Oil Co., Cleveland, O. 
Wilhelm Co., A., Reading, Pa. 


Paper, Asbestos 


Johns-Manville, New York City 

Keasbey & Mattison Co., Ambler, Pa. 

Linde Air Products Co., New York City 

Norristown Magnesia & Asbestos Co., Norristown, Pa. 
Sall Mountain Co., Chicago, Ills. 

Standard Asbestos Mfg. Co., Chicago, Ills. 

Wilson, Inc., Grant, Chicago, Ills. 


Parts, Repair for Furnaces, Stoves and Ranges 
See Repairs, Stove and Furnace 
Paste, Pipe Covering 


Johns-Manville, New York City 
Norristown Magnesia & Asbestos Co., Norristown, Pa. 
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Robertson Co., H. H., Pittsburgh, Pa. 

Sall Mountain Co., Chicago, Ills. 

Standard Asbestos Mfg. Co., Chicago, IIls. 
U. S. Register Co., Battle Creek, Mich. 
Wilson, Inc., Grant, Chicago, Ills. 


Perforated Metals 
See Metals, Perforated, Sheet and Plate 


Pipe, Conductor 


Barnes Metal Products Co., Chicago, Ills. 

Berger Bros. Co., Philadelphia, Pa. 

Biersach & Niedermeyer, Milwaukee, Wis. 
Brown-Wales Co., Boston, Mass. 

Chase Brass & Copper Co., Waterbury, Conn. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Columbian Steel Tank Co., Kansas City, Mo. 
Continental Steel Corp., Kokomo, Ind. 

Danzer Metal Works, Hagerstown, Md. 
Dowman-Dozier Mfg. Co., Atlanta, Ga. 
Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Edwards Mfg. Co., Cincinnati, O. 

Farquar Furnace Co., Wilmington, O. 
Friedley-Voshardt Co., Chicago, Ills. (Ornamental) 
Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Hussey & Co., C. G., Pittsburgh, Pa. 

Klein Stove Co., Philadelphia, Pa. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Osborn Co., J. M. & L. A.,. Cleveland, O. 

Reeves Mfg. Co., Dover, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Streine Tool & Mfg. Co., New Bremen, O. 

Wheeling Corrguating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 
Woolwine Metal Products Co., Los Angeles, Cal. 
York Corrugating Co., York, Pa. 


Pipe Covering 
See Covering, Furnace and Pipe 
Pipe Covering Paste 
See Paste, Pipe Covering 
Pipe Covering Protectors 
See Protectors, Pipe Covering 


Pipe, Furnace; Fittings and Accessories 


(Angles, Boots, Elbows, Heads, Joints, Offsets, Tees, Etc.) 


Acer & Whedon, Inc., Medina, N. Y. 

Acme Furnace Fitting Co., Chicago, Ills. 

Acme Tin Plate & Roofing Supply Co., Philadelphia, Pa. 
Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Bergstrom Mfg. Co., Neenah, Wis. 

Campbell Heating Co., Des Moines, Iowa 
Canonsburg Stee] & Iron Works, Canonsburg, Pa. 
Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Cincinnati Stamping Co., Cincinnati, O. 

Clark Co., Henry N., Boston, Mass. 

Detroit Safety Furnace Pipe Co., Detroit, Mich. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Excelsior Steel Furnace Co., Chicago, Ills. 

Excelsior Stove & Mfg. Co., Quincy, IIIs. 

Favorite Stove & Range Co., Piqua, O. 
Friedley-Voshardt Co., Chicago, Ills. 

Harold Furnace Co., Spokane, Wash. 

Hart Mfg., Louisville, Ky. 


Henry Furnace & Foundry Co., Cleveland, O. 


Ingle Mfg. Co., San Diego, Cal. 

International Heater Co., Utica, N. Y. 

Johnson Co., Inc., Chas., Peoria, Ills. 

Klein Stove Co., Philadelphia, Pa. 

Lamneck Products, Inc., Columbus, O. 
Langenberg Mfg. Co., St. Louis, Mo. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
Lyon, Conklin & Co., Inc., Baltimore, Md. 
Majestic Co., Huntington, Ind. 

Marshall Furnace Co., Marshall, Mich. 
May-Fiebeger Co., Newark, O. 

Meyer & Bro. Co., F., Peoria, Ills. 

Midland Furnace Co., Columbus, O. 

Mileor Steel Co., Milwaukee, Wis. 

Montag Stove & Furnace Works, Portland, Ore. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 
Osborn Co., J. M. & L. A., Cleveland, O. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Peerless Foundry Co., Indianapolis, Ind. 
Portland Stove Foundry Co., Portland, Maine 
Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Schwab & Sons Co., R. J., Milwaukee, Wis. 

U. S. Register Co., Battle Creek, Mich. 
Waterman-Waterbury Co., Minneapolis, Minn. 
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Wheeling Corrugating Co., Wheeling, W. Va. 
Williamson Heater Co., Cincinnati, O. 


Pipe, Smoke 


Acer & Whedon, Inc., Medina, N. Y. 

Acme Furnace Fitting Co., Chicago, Ills. 

Berger Bros. Co., Philadelphia, Pa. 

Bergstrom Mfg. Co., Neenah, Wis. 

Campbell Heating Co., Des Moines, lowa 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Clark Co., Henry N., Boston, Mass. 

Columbian Steel Tank Co., Kansas City, Mo. 

Detroit Safety Furnace Pipe Co., Detroit, Mich. 
Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Excelsior Steel Furnace Co., Chicago, Ills. 

Excelsior Stove & Mfg. Co., Quincy, Ills. 

KFarquar Furnace Co., Wilmington, O. 

Faultless Casting Co., Greencastle, Ind. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Green Foundry & Furnace Works, Des Moines, Iowa 
Harold Furnace Mfg. Co., Spokane, Wash. ; 
Ingle Mfg. Co., San Diego, Cal. 

Johnson Co., Ine., Chas., Peoria, Ills. 

Klein Stove Co., Philadelphia, Pa. 

Lamneck Products, Inc., Columbus, O. 

Langenberg Mfg. Co., St. Louis, Mo. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 

Lyon, Conklin & Co., Inc., Baltimore, Mad. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
May-Fiebeger Co., Newark, O. 

Meyer & Bro. Co., F., Peoria, Ills. 

Milcor Steel Co., Milwaukee, Wis. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 

Osborn Co., J. M. & L. A., Cleveland, O. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 

U. S. Register Co., Battle Creek, Mich. 

Wagner Sheet Metal Works, Sacramento, Cal. 
Waterloo Register Co., Waterloo, Iowa 

Wilder Metal Co., Niles, O. 

Williamson Heater Co., Cincinnati, O. 


Pipe, Stove 


Acer & Whedon, Inc., Medina, N. Y. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 
Berger Bros. Co., Philadelphia, Pa. 

Clark Co., Henry N., Boston, Mass. 

Excelsior Steel Furnace Co., Chicago, Ills. 
Excelsior Stove & Mfg. Co., Quincy, Ills. 

Ingle Mfg. Co., San Diego, Cal. 

Klein Stove Co., Philadelphia, Pa. 

Lamneck Products, Inec., Columbus, O. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

Osborn Co., J. M. & L. A., Cleveland, O. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Peerless Foundry Co., Indianapolis, Ind. 
Portland Stove Foundry Co., Portland, Maine 
Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 
Wheeling Corrugating Co., Wheeling, W. Va. 
Wilder Metal Co., Niles, O. 


Pipe and Tubes, Brass and Bronze 


American Brass Co., Waterbury, Conn. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Revere Copper & Brass, -Inc., New York City 


Pipeless Furnaces 
See Furnaces, Warm Air, Pipeless 
in Wire 
See Wire, Plain, Galvanized and Coppered 
Plate Copper 
See Copper, Plate and Roll 
Plate Metal Perforated 
See Metals, Perforated, Sheet and Plate 
Plate, Tin 
See Sheets, Tin 


Plates, Boiler, for Tanks, Etc. 


American Rolling Mill Co., Middletown, O. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bethlehem Steel Co., Bethlehem, Pa. 

Bros Boiler Mfg. Co., Wm., Minneapolis, Minn. 
Byers Co., A. M., Pittsburgh, Pa. 

Central Steel & Wire Co., Chicago, Ills. 
Columbian Steel Tank Cu., Kansas City, Mo. 
Granite City Steel Co., Granite City, Ills. 

Hegeler Zinc Co., Danville, Ills. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa. 
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Republic Steel Corp., Youngstown, O. 

tyerson & Son, Inc., Joseph T., Chicago, Ills. 
Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Wood Mfg. Co., Alan, Conshohocken, Pa. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Plates, Iron 


American Rolling Mill Co., Middletown, O. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Byers Co., A. M., Pittsburgh, Pa. 

Central Steel & Wire Co., Chicago, Ills. 

Granite City Steel Co., Granite City, IIs. 
Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Newport Rolling Mill Co., Newport, Ky. 

Reading Iron Co., Philadelphia, Pa. 

Republic Steel Corp., Youngstown, O. (Toncan) 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 


Plates, Steel 


American Rolling Mill Co., Middletown, O. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bethlehem Steel Co., Bethlehem, Pa. 

Bros Boiler Mfg. Co., Wm., Minneapolis, Minn. 
Central Steel & Wire Co., Chicago, Ills. 
Columbian Steel Tank Co., Kansas City, Mo. 
Granite City Steel Co., Granite City, IIs. 

Gulf States Steel Co., Birmingham, Ala. 

Inland Steel Co., Chicago, Ils. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa. 
Mahon Co., R. C., Detroit, Mich. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Newport Rolling Mill Co., Newport, Ky. 

Otis Steel Co., Cleveland, O. 

Republic Steel Corp., Youngstown, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Wood Mfg. Co., Alan, Conshohocken, Pa. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Portable Drills, Electric 
See Drills, Portable, Hand and Bench, Electric 

Portable Garages 

See Garages, Portable 
Power Punches 

See Punches, Power 
Power Shears 

See Shears, Power 


Presses and Dies 


Allsteel Press Co., Chicago, Ills. 

Bliss Co., E. W., Brooklyn, N. Y. 

Cincinnati Shaper Co., Cincinnati, 0. 
Cleveland Punch & Shear Co., Cleveland, O. 
Clough, R. M., Meriden, Conn. 

Dreis & Krump Mfg. Co., Chicago, Ills. 
Farrel-Birmingham Co., Inec., Ansonia, Conn. 
Marshalltown Mfg. Co., Marshalltown, Iowa 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Ohl & Co., Geo. A., Newark, N. J. 

Peck, Stow & Wilcox Co., Southington, Conn. 
Streine Tool & Mfg. Co., New Bremen, O. 
Swaine Mfg. Co., Fred J., St. Louis, Mo. 
Toledo Machine & Tool Co., Toledo, O. 

Zeh & Hahnemann Co., Newark, N. J. 


Pressure Controls, Oil Burner 
See Accessories, Oil Burner 
Pressure Regulating Valves, Gas 


See Valves, Gas Pressure Regulating 
Protectors, Downspout 
See Fittings and Accessories, Conductor 
Protectors, Pipe Covering 
Cheney Co., Winchester, Mass. 
Protectors, Vent, for Oil Burners 
See Accessories, Oil Burner 
Pulleys, Furnace 


Fanner Mfg. Co., Cleveland, O. 

Hart & Cooley Mfg. Co., Chicago, Ills. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, Ills. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 

Sheer Co., H. M., Quincy, Ills. 


Pumps, Oil 
See Accessories, Oil Burner 
Punches, Bench 


Allsteel Press Co., Chicago, Ills. 
Bollaert, M., Oakland, Cal. 
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Buffalo Forge Co., Buffalo, N. Y. 

Clough, R. M., Meriden, Conn. 

Excelsior Tool & Machine Co., East St. Louis, Ills. 
Hendley & Whittemore Cu., Beloit, Wis. 

Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Parker-Kalon Corp., New York City 

Peck, Stow & Wilcox Co., Southington, Conn. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Whitney Mfg. Co., W. A., Rockford, Ills. 
Whitney Metal Tool Co., Rockford, Ills. 


Punches, Combination Hand and Bench 


Allsteel Press Co., Chicago, Ills. 

Bertsch & Co., Cambridge City, Ind. 

Clough, R. M., Meriden, Conn. 

Excelsior Tool & Machine Co., East St. Louis, Ills. 
Hendley & Whittemore Co., Beloit, Wis. 

Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Parker-Kalon Corp., New York City 

Peck, Stow & Wilcox Co., Sonthington, Conn. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Whitney Mfg. Co., W. A., Rockford, Ills. 


Punches, Hand 


Allsteel Press Co., Chicago, Ills. 

Bertsch & Co., Cambridge City, Ind. 

Clough, R. M., Meriden, Conn. 

Excelsior Tool & Machine Co., East St. Louis, Ills. 
Hendley & Whittemore Co., Beloit, Wis. 

Johnson, Inc., William, Newark, N. J. 

Kidder Mfg. Co., Inc., J. F., Burlington, Vt. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Parker-Kalon Corp., New York City 

Peck, Stow & Wilcox Co., Southington, Conn. 
Pels & Co., Henry, New York City 

Stanley Works, New Britain, Conn. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. ° 
Whitney Mfg. Co., W. A., Rockford, IIIs. 
Whitney Metal Tool Co., Rockford, Ills. 


Punches, Power 


Allsteel Press Co., Chicago, Ills. 

Bertsch & Co., Cambridge City, Ind. 

Bliss Co., E. W., Brooklyn, N. Y. 

Buffalo Forge Co., Buffalo, N. Y. 

Clough, R. M., Meriden, Conn. 

Excelsior Tool & Machine Co., East St. Louis, Ills. 
Farrel-Birmingham Co., Inc., Ansonia, Conn. 
Hendley & Whittemore Co., Beloit, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Pels & Co., Henry, New York City 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Streine Tool & Mfg. Co., New Bremen, O. 

Toledo Machine & Tool Co., Toledo, O. 

Zeh & Hahnemann Co., Newark, N. J. 


Punches and Shears Combined 


Allsteel Press Co., Chicago, Ills. 

Bertsch & Co., Cambridge City, Ind. 

Buffalo Forge Co., Buffalo, N. Y. 

Clough, R. M., Meriden, Conn. 

Excelsior Tool & Machine Co., East St. Louis, Ils. 
Farrel-Birmingham Co., Inc., Ansonia, Conn. 
Hendley & Whittemore Co., Beloit, Wis. 

Kidder Mfg. Co., Inc.. J. F., Burlington, Vt. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Pels & Co., Henry, New York City 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 


Quadrants, Damper 
See Dampers, Quadrants and Accessories 


Radiators, Warm Air 


American Gas Products Corp., New York City (Gas) 

Hugo Mfg. Co., Duluth, Minn. (Gas) 

Magic Way Gas Heating Appliances, Inc., National City, 
Cal. (Gas) 

Pacific Gas Radiator Co., Huntington Park, Cal. (Gas) 

Reznor Mfg. Co., Mercer, Pa. (Gas) 

Scientific Heater Co., Cleveland, O. (Gas) 

Surface Combustion Corp., Toledo, O. (Gas) 

Texo Heater & Mfg. Corp., Covington, Ky. (Gas) 

Thermoil Heaters, Benton Harbor, Mich. (Qi) 

Whitacre Boiler Co., Wellsville, O. (Gas) 


Range Repairs 

See Repairs, Stove and Furnace 
Register Shields 

See Shields, Warm Air Register 
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Registers for Heating and Ventilating, Metal 


Acme Furnace Fitting Co., Chicago, Ills. 

Adams Co., Dubuque, Iowa 

American Foundry & Furnace Co., Bloomington, Ills. 
Auer Register Co., Cleveland, O. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Braden Mfg. Co., Terre Haute, Ind. 

Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Diamond Mfg. Co., Wyoming, Pa. 

Dowagiac Steel Furnace Co., Dowagiac, Mich. 
Falstrom Co., Passaic, N. J. 

Forest City Foundries Co., Cleveland, O. 
Harrington & King Perforating Co., Chicago, Ills. 
Hart & Cooley Mfg. Co., Chicago, Ills. 

Home Stove Co., Indianapolis, Ind. 

Independent Register & Mfg. Co., Cleveland, O. 
Lamneck Products, Inc., Columbus, O. 

Marshall Furnace Co., Marshall, Mich. 

Mueller Furnace Co., L. J.,. Milwaukee, Wis. 

New York Blower Co., Chicago, Ills. 

Pacific Gas Radiator Co., Huntington Park, Cal. 
Peerless Foundry Co., Indianapolis, Ind. 

Reliance Mfg. Co., Pittsburgh, Pa. 

Rock Island Register Co., Rock Island, Ills. 
Springman Metal Specialty Co., Detroit, Mich. 
Symonds Register Co., St. Louis, Mo. 

Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 

U. S. Register Co., Battle Creek, Mich. 

Waterloo Register Co., Waterloo, Iowa 


Registers for Heating and Ventilating, Wood 


Acme Furnace Fitting Co., Chicago, Ills. 

American Wood Register Co., Plymouth, Ind. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O, 
Marshall Furnace Co., Marshall, Mich. 

Mueller Furnace Co., L. J.,. Milwaukee, Wis. 

Rock Island Register Co., Rock Island, Ills. 

U. S. Register Co., Battle Creek, Mich. 

Waterloo Register Co., Waterloo, Iowa 

Wooster Art Wood, Inc., Wooster, O. 


Regulating Valves, Gas Pressure 


See Valves, Gas Pressure Regulating 
Regulating Valves, Oil 


See Accessories, Oil Burner 


Regulators, Damper, Quadrants and Accessories 


Bishop & Babcock Sales Co., Cleveland, O. 
Fisher Governor Co., Marshalltown, Iowa 
Hart & Cooley Mfg. Co., Chicago, Ills. 

Leahy Mfg. Co., Los Angeles, Cal. - 

Lennox Furnace Co., Inc., Marshalltown, lowa 
Parker-Kalon Corp., New York City 

Pioneer Heat Regulator Corp., Dayton, O. 

U. S. Register Co., Battle Creek, Mich. 

White Mfg. Co., St. Paul, Minn. 

Young Ventilating Co., Cleveland, O. 


Regulators, Draft, Automatic 


Draft-A-Justor Corp.; Chicago, Ills. 

Gold Seal Furnace Co., Minneapolis, Minn. 

International Fire Equipment Corp., West New Brighton, 
ee ee ee 

Safe Automatic Heat Control Co., Detroit, Mich. 

Vacu-Draft Corp., Muncie, Ind. 

Walker Sales Corp., St. Joseph, Mo. 


Regulators, Fan 


Bishop & Babcock Sales Co., Cleveland, O. 

Bryant Corp., C. L., Cleveland, O. 

Cook Electric Co., Chicago, Ils. 

Detroit Lubricator Co., Detroit, Mich. 

Fisher Governor Co., Marshalltown, Iowa 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Penn Electric Switch Co., Des Moines, Iowa 

Robertshaw Thermostat Co., Youngwood, O. 


Regulators, Furnace 


Automatic Humidifier Co., Cedar Falls, Iowa (Electric) 

Barber-Colman Co., Rockford, Ills. (Electric) 

Cook Electric Co., Chicago, Ills. (Electric) 

Detroit Lubricator Co., Detroit, Mich. (Electric) 

Fanner Mfg. Co., Cleveland, O. (Manual) 

Hart & Cooley Mfg. Co., Chicago, Ills. (Electric and Manual) 

Hays Corp., Michigan City, Ind. (Electric) 

Leahy Mfg. Co., Los Angeles, Cal. (Manual) 

Lennox Furnace Co., Inc., Marshalltown, Iowa (Manual) 

Long Controls Co.,- Inc., Thomas, South Bend, Ind. (Auto- 
matic) 

Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
(Electric) 

Pioneer Heat Regulator Corp., Dayton, O. (Electric) 
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Sheer Co., H. M., Quincy, Ills. (Electric) 

Tillery’s Little Janitor Clock Co., Newark, N. J. (Electric) 
Weber Specialty Co., Bay City, Mich. (Manual) 

White Mfg. Co., St. Paul, Minn. (Electric) 


Regulators, Heat, for Oil Burners 


See Accessories, Oil Burner 


Regulators, Humidity 


Automatic Products Co., Milwaukee, Wis. 
Barber-Colman Co., Rockford, Ills. 

Bristol Co., Waterbury, Conn. 

Bryant Corp., C. L., Cleveland, O. 

Carrier Engineering Corp., Newark, N. J. 
Cook Electric Co., Chicago, Ills. 

Detroit Lubricator Co., Detroit, Mich. 

Hays Corp., Michigan City, Ind. 

Lewis Air Conditioners, Inc., Minneapolis, Minn. 
Penn Electric Switch Co., Des Moines, Iowa 
Powers Regulator Co., Chicago, Ills. 
Tagliabue Mfg. Co., C. J., Brooklyn, N. Y. 


Regulators, Limit Control 


Barber-Colman Co., Rockford, Ills. 

Bishop & Babcock Sales Co., Cleveland, O. 
Bryant Corp., C. L., Cleveland, O. 

Cook Electric Co., Chicago, Ills. 

Detroit Lubricator Co., Detroit, Mich. 

Hart & Cooley Mfg. Co., Chicago, Ills. 
Mercoid Corp., Chicago, Ills. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Penn Electric Switch Co., Des Moines, Iowa 
Pioneer Heat Regulator Co., Dayton, O. 
Robertshaw Thermostat Co., Youngwood, O. 
Sheer Co., H. M., Quincy, Ills. 

Surface Combustion Corp., Toledo, O. 

Teeple Co., L. R., Portland, Ore. 

White Mfg. Co., St. Paul, Minn. 


Regulators, Room Temperature 


Automatic Products Co., Milwaukee, Wis. 
Bowen Products Corp., Auburn, N. Y. 
Barber-Colman Co., Rockford, Ills. 

Bristol Co., Waterbury, Conn. 

Bryant Corp., C. L., Cleveland, O. 

Cook Electric Co., Chicago, Ills. 

Detroit Lubricator Co., Detroit, Mich. 
Johnson Service Co., Milwaukee, Wis. 
Mercoid Corp., Chicago, Ills. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn, 
Penn Electric Switch Co., Des Moines, Iowa 
Pioneer Heat Regulator Co., Dayton, O. 
Powers Regulator Co., Chicago, Ills. 
Robertshaw Thermostat Co., Youngwood, O. 
Sheer Co., H. M., Quincy, Ills. 

Teeple Co., L. R., Portland, Ore. 

White Mfg. Co., St. Paul, Minn. 


Repairs, Stove and Furnace 


Adams Co., Dubuque, Iowa 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 

Brauer Supply Co., A. G., St. Louis, Mo. 

Brucker, M., Chicago, Ills. 

Capitol Furnace & Stove Repair Co., Indianapolis, Ind. 

Cincinnati Stamping Co., Cincinnati, O. 

Clark Co., Henry N., Boston, Mass. (for all New England 
makes) 

Des Moines Stove Repair Co., Des Moines, Iowa 

Fanner Mfg. Co., Cleveland, O. 

Forest City Foundries Co., Cleveland, O. 

Kelley Stove Co., Columbia, Pa. 

Lennox Furnace Co., Inc., Marshalltown, Iowa 

National Foundry & Furnace Co., Dayton, O. 

Northwestern Stove Repair Co., Chicago, Ills. 

Peerless Foundry Co., Indianapolis, Ind. 

Star Steel Supply Co., Detroit, Mich. 

Union Mfg. Co., Inc., Boyertown, Pa. 


Ridge Rolls and Ridging 


Aluminum Co. of America, Pittsburgh, Pa. (Aluminum) 
American Rolling Mill Co., Middletown, O. 

Braden Mfg. Co., Terre Haute, Ind. 

Canton Steel Ceiling Co., Canton, O. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Continental Steel Corp., Kokomo, Ind. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Hall Metal Products Co., Torrance, Cal. 

Ingle Mfg. Co., San Diego, Cal. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Osborn Co., J. M. & L. A., Cleveland, O. 

Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Reeves Mfg. Co., Dover, O. 

Republic Steel Corp., Youngstown, O. (Toncan Iron) 
Rosebraugh Co., W. W., Salem, Ore. 
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Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Wheeling Corrugating Co., Wheeling, W. Va. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Ridging 
See Ridge Rolls and Ridging 


Rings, Furnace Casing 


American Furnace Co., St. Louis, Mo. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Hart Mfg. Co., Louisville, Ky. 

Henry Furnace & Foundry Co., Cleveland, O. 
International Heater Co., Utica, N. Y. 

Milwaukee Welded Steel Corp., Milwaukee, Wis. 
Mueller Furnace Co., L. J., Milwaukee, Wis. 
Rosebraugh Co., W. W., Salem, Ore. 

St. Clair Foundry Corp., Centralia, Ills. 

Williamson Heater Co., Cincinnati, O. 


Rivets, Aluminum 


Aluminum Co. of America, Pittsburgh, Pa. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y¥ 
Hassall, Inc., John, Brooklyn, N. Y. 

Pheoll Mfg. Co., Chicago, Ills. 


Rivets, Brass, Copper and Iron 


American Brass Co., Waterbury, Conn. 

Atlas Bolt & Screw Co., Cleveland, O. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Clendenin Bros., Inc., Baltimore, Md. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Hassall, Ine., John, Brooklyn, N. Y. 

Pheoll Mfg. Co., Chicago, Ills. 

Revere Copper & Brass, Inc., New York City 

Robertson Steel & Iron Co., Cincinnati, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 


Rivets, Special Metal 


American Brass Co., Waterbury, Conn. 

Atlas Bolt & Screw Co., Cleveland, O. 

Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Hassall, Ine., John, Brooklyn, N. Y. 

International Nickel Co., New York City (Monel Metal) 
Pheoll Mfg. Co., Chicago, Ills. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 


Rods, Brass and Bronze 
See Angles, Rods and Shapes, Brass and Bronze 


Rods, Welding 


Air Reduction Sales Co., New York City 
Aluminum Co. of America, Pittsburgh, Pa. 
American Brass Co., Waterbury, Conn. 
American Rolling Mill Co., Middletown, O. 
American Steel Co., Pittsburgh, Pa. 

Castle & Co., A. M., Chicago, Ills. 

Central Steel & Wire Co., Chicago, Ills. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Gulf States Steel Co., Birmingham, Ala. 

Linde Air Products Co., New York City 

Metal & Thermit, New York City 

Milburn Co., Alexander, Baltimore, Md. 

Pheoll Mfg. Co., Chicago, Ills. 

Republic Steel Corp., Youngstown, O. 

Revere Copper & Brass, Inc., New York City 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Tips, Inc., Baltimore, Md. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Roll Copper 
See Copper, Plate and Roll 
Rolling Machinery, Strip 
See Machinery, Strip Rolling 
Rolls, Ridge 
See Ridge Rolls and Ridging 
Roof Cement 
See Cement, Roof 
Roof Edging 
See Edging, Roof 
Roof Flashings 
See Flashings, Roof 
Roof Insulation 
See Insulation, Roof 
Roof Strainers 
See Strainers, Roof 
Roof Ventilators, Fan Type 
See Ventilators, Roof, Fan 
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Roof Ventilators, Gravity 
See Ventilators, Roof, Gravity 
Roofers’ Carts or Wagons 
See Carts or Wagons, Roofers’ 
Roofers’ Dippers 
See Dippers, Roofers’ 
Roofers’ Heaters and Kettles 
See Heaters and Kettles, Roofers’ 
Roofers’ Tools 
See Tools, Roofers 


Roofing, Aluminum 


Aluminum Co. of America, Pittsburgh, Pa. 
Central Steel & Wire Co., Chicago, Ills. 
Hall Metal Products Co., Torrance, Cal. 


Roofing, Asbestos-Cement (Corrugated ) 


Dorn Co., Ine., R. J.. New York City 
Johns-Manville, New York City 
Keasbey & Mattison Co., Ambler, Pa. 


Roofing, Built-Up 


Barber Asphalt Co., Philadelphia, Pa. 
Barrett Co., New York City 

Bird & Son, Inc., East Walpole, Mass. 
Carey Co., Philip, Lockland, Cincinnati, O. 
Certain-teed Products Corp., New York City 
Johns-Manville, New York City 
Logan-Long Co., Chicago, Ills. 

Richardson Roofing Co., Boston, Mass. 
Ruberoid Co., New York City 


Roofing Clips 
See Clips, Fastening for Roofing 


Roofing, Copper 


American Brass Co., Waterbury, Conn. 

Braden Mfg. Co., Terre Haute, Ind. 

Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ills. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 


Downs-Smith Brass & Copper Co., Long Island City, N. Y. 


Edwards Mfg. Co., Cincinnati, O. 

Hall Metal Products Co., Torrance, Cal. 
Hussey & Co., C. G., Pittsburgh, Pa. 

Milcor Steel Co., Milwaukee, Wis. 

National Brass & Copper Co., Lisbon, O. 
Revere Copper & Brass, Inc., New York City 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 


Roofing, Iron and Steel 


Allegheny Steel Co., Brackenridge, Pa. 

American Rolling Mill Co., Middletown, O. 

Apollo Steel Co., Apollo, Pa. 

Barnes Metal Products Co., Chicago, Ills. 

Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Berger Mfg. Co., Canton, O. 

Bethlehem Steel Co., Bethlehem, Pa. 

Braden Mfg. Co., Terre Haute, Ind. 

Brown-Wales Co., Boston, Mass. 

Byers Co., A. M., Pittsburgh, Pa. 

Canton Steel Ceiling Co., Canton, O. 

Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Columbian Steel Tank Co., Kansas City, Mo. 
Continental Steel Corp., Kokomo, Ind. 

Dixie Culvert & Metal Co., Atlanta, Ga. 

Eastern Rolling Mill Co., Baltimore, Md. 

Edwards Mfg. Co., Cincinnati, O. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Granite City Steel Co., Granite City, Ills. 

Gulf States Steel Co., Birmingham, Ala. 

Hall Metal Products Co., Torrance, Cal. 

Inland Steel Co., Chicago, Ills. (Steel) 

Klauer Mfg. Co., Dubuque, Iowa 

Mahon Co., R. C., Detroit, Mich. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Reéves Mfg. Co., Dover, O. 

Republic Steel Corp., Youngstown, O. (Toncan) 
Robertson Co., H. H., Pittsburgh, Pa. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Superior Sheet Steel Co., Canton, O. 

Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Tiffin Art Metal Co., Tiffin, O. 

Weirton Steel Co., Weirton, W. Va. 

Wheeling Corrugating Co., Wheeling, W. Va. 
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Wheeling Metal & Mfg. Co., Wheeling, W. Va. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Roofing, Lead 


Midland Foil Co., Chicago, Ills. 

National Lead Co., New York City 

Standard Rolling Mills, Inc., Brooklyn, N. Y. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 


Roofing Nails 
See Nails, Roofing 
Roofing Shingles 
See Shingles and Tile, Metal 


Roofing, Slate 


Auld & Conger Co., Cleveland, O. 

Bangor Ideal Slate Mining Co., Bangor, Pa. 
Bangor Quarry Co., Bangor, Pa. 

Bangor Washington Slate Co., Bangor, Pa. 
Bangorvein Slate Co., Bangor, Pa. 
Buckingham-Virginia Slate Corp., Richmond, Va. 
Chapman Slate Co., Bethlehem, Pa. 

Columbia Bangor Slate Co., Bangor, Pa. 

Ditchett (Estate) Thos., Bangor, Pa. 

East Bangor Consolidated Slate Co., East Bangor, Pa. 
Elhide Co., Cambridge, Mass. 

Knickerbocker Slate Corp., New York City 

Matot, H. A., Poultney, Vt. 

North Bangor Slate Co., Bangor, Pa. 

O’Brien Brothers Slate Co., Ine., Granville, N. Y. 
Old Bangor Slate Co., Bangor, Pa. 

Rising & Nelson Siate Co., West Pawlet, Vt. 
Sheldon Slate Co., F. C., Granville, N. Y. 
Structural Slate Co., Pen Argyl, Pa. 

Vendor Slate Co., Easton, Pa. 


Roofing Smoothers 
See Smoothers, Roofers’ 
Roofing Tampers 


See Tampers, Roofers’ 


Roofing, Terne 


American Sheet & Tin Plate Co., Pittsburgh, Pa. 
Braden Mfg. Co., Terre Haute, Ind. 

Brown-Wales Co., Boston, Mass. 

Canton Steel Ceiling Co., Canton, O. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Edwards Mfg. Co., Cincinnati, O. 

Follansbee Brothers Co., Pittsburgh, Pa. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Osborn Co., J. M. & L. A., Cleveland, O. 

Republic Steel Corp., Youngstown, O. 

Ryerson & Son, Ine., Joseph T., Chicago, Tl. 
Superior Sheet Steel Co., Canton, O. 

Weirton Steel Co., Weirton, W. Va. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 


Roofing, Tile 
See Shingles and Tile Metal 


Roofing, Tin 


American Sheet & Tin Plate Co., Pittsburgh, Pa. 
Braden Mfg. Co., Terre Haute, Ind. 

Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, I11. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Edwards Mfg. Co., Cincinnati, O. 

Lyon, Conklin & Co., Inc., Baltimore, Md. 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Osborn Co., J. M. & L. A., Cleveland, O. 

Weirton Steel Co., Weirton, W. Va. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Roofing, Zinc 


American Zinc Products Co., Greencastle, Ind. 
Braden Mfg. Co., Terre Haute, Ind. 

Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ill. 

Hall Metal Products Co., Torrance, Cal. 

Illinois Zine Co., Peru, Ills. 

New Jersey Zinc Co., New York City 

Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Wheeling Corrugating Co., Wheeling, W. Va. 


Room Temperature Regulators 


See Regulators, Room Temperature 
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Rubbish Burners 
See Burners, Rubbish 
Safety Controls, Oil Burner 


See Accessories, Oil Burner 


Scaffolding and Accessories 


Ajax Building Bracket Co., Cleveland Heights, O. 
Chesebro-Whitman Co., Long Island City, N. Y. 
Maine Steel Products Co., So. Portland, Maine 
Richards-Wilcox Mfg. Co., Aurora, III. 

Ridgley Trimmer Co., Springfield, O. 

Tilley Ladders Co., John S., Watervliet, N. Y. 
Universal Fittings & Scaffolding Co., Blairsville, Pa. 


School Room Heaters 


See Heaters, School Room 


Scoops, Roofers’ 


All States Roofers Equipment & Material Co., Chicago, Ills. 


Beall Bros., Alton, Ills. 
Screens 
See Wire Cloth 


Screws, Drive 


Continental Wood Screw Co., New Bedford, Mass. 
Corbin Screw Corp., New Britain, Conn. 


Downs-Smith Brass & Copper Co., Long Island City, N. Y. 


Elco Tool & Screw Corp., Rockford, Ills. 

Hassell, Inc., John, Brooklyn, N. Y. 

National Lock Co., Rockford, Ills. 

National Screw & Mfg. Co., Cleveland, O. 

Parker-Kalon Corp., New York City (Hardened Metallic) 
Townsend Co., New Brighton, Pa. 


Screws, Self-Tapping 


Parker-Kalon Corp., New York City 
Shakeproof Lock Washer Co., Chicago, Ills. 


Screws, Sheet Metal 


Aluminum Co. of America, Pittsburgh, Pa. 
Parker-Kalon Corp., New York City 
Pheoll Mfg. Co., Chicago, Ills. 

Ryerson & Son, Inc., Jos. T., Chicago, Ills. 


Screws, Wood 


Aluminum Co. of America, Pittsburgh, Pa. 
Bridgeport Screw Co., Bridgeport, Conn. 
Continental Wood Screw Co., New Bedford, Mass. 
Corbin Screw Corp., New Britain, Conn. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Elco Tool & Screw Corp., Rockford, Ills. 

Hassell, Inc., John, Brooklyn, N. Y. 

National Lock Co., Rockford, Ills. 

National Screw & Mfg. Co., Cleveland, O. 

Ryerson & Son, Inc., Jos. T., Chicago, Ills. 
Turner-Warner Screw Co., North Kansas City, Mo. 


Scuppers 


Aeolus Dickinson, Chicago, Ills. 
Watertite Drain & Scupper Co., New York City 
Windshield Scupper Co., New York City 


Seaming Machines 
See Machines, Seaming 
Self-Tapping Screws 
See Screws, Self-Tapping 

Shapes, Brass and Bronze 

See Angles, Rods and Shapes, Brass and Bronze 
Shears, Hand and Bench 
See Snips and Shears, Bench and Hand 


Shears, Power 


Allsteel Press Co., Inc., Chicago, Ills. 

Bertsch & Co., Cambridge City, Ind. 

Bliss Co., E. W., Brooklyn, N. Y. 

Buffalo Forge Co., Buffalo, N. Y. 

Cincinnati Shaper Co., Cincinnati, O. 

Cleveland Punch & Shear Co., Cleveland, O. 
Clough, R. M., Meriden, Conn. 

Dreis & Krump Mfg. Co., Chicago, Ills. 

Excelsior Tool & Machine Co., East St. Louis, IIs. 
Hendley & Whittemore Co., Beloit, Wis. 

Long & Allstatter Co., Hamilton, O. 
Marshalltown Mfg. Co., Marshalltown, Iowa 
New Albany Machine Mfg. Co., New Albany, Ind. 
Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
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Pels & Co., Henry, New York City 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Stanley Works, New Britain, Conn. 

Streine Tool & Mfg. Co., New Bremen, O. 
Toledo Machine & Tool Co., Toledo, O. 
Yoder Co., Cleveland, O. 


Shears and Punches Combined 
See Punches and Shears Combined 
Sheet Felt 
See Roofing Insulation 
Sheet Metal Dampers 
See Dampers, Warm Air, Sheet Metal 
Sheet Metal Ornaments 
See Ornaments, Sheet Metal 
Sheet Metal, Perforated 
See Metals, Perforated, Sheet and Plate 
Sheet Metal Screws 
See Screws, Sheet Metal 


Sheets, Alloy 


Allegheny Steel Co., Brackenridge, Pa. 
Aluminum Co. of America, Pittsburgh, Pa. 
Bayonne Steel Co., Inc., Long Island City, N. Y. 
Central Steel & Wire Co., Chicago, Ills. 
Columbian Steel Tank Co., Kansas City, Mo. 
Fairmont Aluminum Co., Fairmont, W. Va. 
Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Mileor Steel Co., Milwaukee, Wis. 

Newport Rolling Mill Co., Newport, Ky. 
Republic Steel Corp., Youngstown, O. 

Rustless Iron Corp. of America, New York City 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Sheets, Aluminum 


Aluminum Co. of America, Pittsburgh, Pa. 
Central Steel & Wire Co., Chicago, Ills. 
Columbian Steel Tank Co., Kansas City, Mo. 
Fairmont Aluminum Co., Fairmont, W. Va. 


Sheets, Copper 


American Brass Co., Waterbury, Conn. 

Apollo Co., La Salle, Ills. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 
Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ills. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Edwards Mfg. Co., Cincinnati, O. 

Hussey & Co., C. G., Pittsburgh, Pa. 

Milcor Steel Co., Milwaukee, Wis. 

National Brass & Copper Co., Lisbon, O. 

Revere Copper & Brass, Inc., New York City 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 


Sheets, Copper Bearing Steel 


American Rolling Mill Co., Middletown, O. 
American Sheet & Tin Plate Co., Pittsburgh, Pa. 
Apollo Steel Co., Apollo, Pa. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 
Bethlehem Steel Co., Bethlehem, Pa. 

Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Columbian Steel Tank Co., Kansas City, Mo. 
Continental Steel Corp., Kokomo, Ind. 

Edwards Mfg. Co., Cincinnati, O. 

Follansbee Brothers Co., Pittsburgh, Pa. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Granite City Steel Co., Granite City, Ills. 

Gulf States Steel Co., Birmingham, Ala. 

Inland Steel Co., Chicago, Ills. 

Milcor Steel Co., Milwaukee, Wis. 

Newport Rolling Mill Co., Newport, Ky. 
Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Republic Steel Corp., Youngstown, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Superior Sheet Steel Co., Canton, O. 

Taylor Co., N. & G., Cumberland, Md. 

Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Weirton Steel Co., Weirton, W. Va. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 
Wood Mfg. Co., Alan, Conshohocken, Pa. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Sheets, Copper, Lead Coated 


American Brass Co., Waterbury, Conn. 
Bayonne Steel Co., Inc., Long Island City, N. Y. 
Chase Brass & Copper Co., Inc., Waterbury, Conn. 
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Downs-Smith Brass & Copper Co., Long Island City, N. Y. 
Milcor Steel Co., Milwaukee, Wis. 

Revere Copper & Brass, Inc., New York City 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 

Wheeling Metal & Mfg. Co., Wheeling, W. Va. 


Sheets, Iron and Steel 


(Polished and Blue, Corrugated and Plain, Black, Terne 
and Galvanized) 


American Rolling Mill Co., Middletown, O. 
American Sheet & Tin Plate Co., Pittsburgh, Pa. 
Apollo Steel Co., Apollo, Pa. 

Bayonne Steel Co., Inc., Long Island City, N. Y. 
Bethlehem Steel Co., Bethlehem, Pa. 

Brown-Wales Co., Boston, Mass. 

Byers Co., A. M., Pittsburgh, Pa. 

Canonsburg Steel & Iron Works, Canonsburg, Pa. 
Canton Steel Ceiling Co., Canton, O. 

Central Steel & Wire Co., Chicago, Ills. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Columbian Steel Tank Co., Kansas City, Mo. 
Continental Steel Corp., Kokomo, Ind. 
Dowman-Dozier Mfg. Co., Atlanta, Ga. 

Eastern Rolling Mill Co., Baltimore, Md. 

Edwards Mfg. Co., Cincinnati, O. 

Empire Steel Corp., Mansfield, O. 

Follansbee Brothers Co., Pittsburgh, Pa. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Granite City Steel Co., Granite City, Ills. 

Gulf States Steel Co., Birmingham, Ala. 

Inland Steel Co., Chicago, Ills. 

Klauer Mfg. Co., Dubuque, Iowa 

Lyon, Conklin & Co., Inc., Baltimore, Md. 
Mahoning Valley Steel Co., Niles, O. 

Milcor Steel Co., Milwaukeé, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Newport Rolling Mill Co., Newport, Ky. 

Newton Steel Co., Youngstown, O. 

Osborn Co., J. M. & L. A., Cleveland, O. 

Otis Steel Co., Cleveland, O. 

Parkersburg Iron & Steel Co., Parkersburg, W. Va. 
Reading Iron Co., Philadelphia, Pa. 

Reeves Mfg. Co., Dover, O. 

Republic Steel Corp., Youngstown, O. (Toncan Iron) 
Robertson Co., H. H., Pittsburgh, Pa. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Sharon Steel Hoop Co., Sharon, Pa. 

Southern States Iron Roofing Co., Savannah, Ga. 
Superior Sheet Steel Co., Canton, O. 

Taylor Co., N. & G., Cumberland, Md. 

Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Weirton Steel Co., Weirton, W. Va. 

West Leechburg Steel Co., Pittsburgh, Pa. 
Wheeling Corrugating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 
Wilder Metal Co., Niles, O. 

Wood Mfg. Co., Alan, Conshohocken, Pa. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Sheets, Lead 


Belmont Smelting Co., Brooklyn, N. Y. 
Eagle-Picher Lead Co., Cincinnati, O. 
National Lead Co., New York City 

Raymond Lead Works, Chicago, Ills. 
Standard Rolling Mills, Inc., Brooklyn, N. Y. 


Sheets, Monel Metal. 


Brown-Wales Co., Boston, Mass. 
Columbian Steel Tank Co., Kansas City, Mo. 
Edwards Mfg. Co., Cincinnati, O. 
International Nickel Co., New York City 


Sheets, Stainless 


Allegheny Steel Co., Brackenridge, Pa. 
American Sheet & Tin Plate Co., Pittsburgh, Pa. 
Associated Alloy Steel Co., Inc., Cleveland, O. 
Bayonne Steel Co., Inc., Long Island City, N. Y. 
Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ills. 
Columbian Steel Tank Co., Kansas City, Mo. 
Crucible Steel Co. of America, New York City 
Edwards Mfg. Co., Cincinnati, O. 

Republic Steel Corp., Youngstown, O. 

Rustless Iron Corp., of America, New York City 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 


Sheets, Tin 


American Tin & Terne Plate Co., Philadelphia, Pa. 
Canton Steel Ceiling Co., Canton, O. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Brown-Wales Co., Boston, Mass. 

Follansbee Brothers Co., Pittsburgh, Pa. 

Granite City Steel Co., Granite City, Ills. 

Jones & Laughlin Steel Corp., Pittsburgh, Pa. 
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Klauer Mfg. Co., Dubuque, Iowa 

Milcor Steel Co., Milwaukee, Wis. 

New Delphos Mfg. Co., Delphos, O. 

Republic Steel Corp., Youngstown, O. 

Taylor Co., N. & G., Cumberland, Md. 

Weirton Steel Co., Weirton, W. Va. 

Wheeling Corrugating Co., Wheeling, W. Va. 
Youngstown Sheet & Tube Co., Youngstown, O. 


Sheets, Two-Ply, Stainless 


Ingersoll Steel & Disc Co., Chicago, Ills. 
Superior Steel Corp., Pittsburgh, Pa. 


Sheets, Zinc 


American Zine Products Co., Greencastle, Ind. 
Apollo Co., La Salle, Ills. 

Barnes Metal Products Co., Chicago, Ills. 
Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ills. 

Edwards Mfg. Co., Cincinnati, O. 

Illinois Zine Co., Peru, Ills. 

Klauer Mfg. Co., Dubuque, Iowa 

Milcor Steel Co., Milwaukee, Wis. 

New Jersey Zinc Co., New York City : 
Tennessee Coal, Iron & R. R. Co., Birmingham, Ala. 
Wheeling Corrugating Co., Wheeling, W. Va .(Zinc Coated) 


Shields, Warm Air Register 


Beh & Co., Inc., New York City 

Central Steel & Wire Co., Chicago, Ills. 
Gammeter Co., W. F., Cadiz, O. (with Humidifier) 
Hart & Cooley Mfg. Co., Chicago, Ills. 

Hart Mfg. Co., Louisville, Ky. 

Henry Furnace & Foundry Co., Cleveland, O. 
Lamneck Products, Inc., Columbus, O. 

Pentecost & Craft Co., Terre Haute, Ind. 

Rock Island Register Co., Rock Islhand, Ills. 


Shingles, Asbestos-Cement 


Creo-Dipt Co., Inc., North Tonawanda, N. Y. 
Carey Co., Philip, Lockland, Cincinnati, O. 
Johns-Manville, New York City 

Keashey & Mattison Co., Ambler, Pa. 
Ruberoid Co., New York City 


Shingles, Asphalt 
Bird & Son. Inc., East Walpole, Mass. 
Carey Co., Philip, Lockland, Cincinnati, O. 
Certain-teed Products Corp., New York City 
Flint-Kote Co., Boston, Mass. 
Johns-Manville, New York City 
Ruberoid Co., New York City 


Shingles and Tile, Metal 


Aluminum Co. of America, Pittsburgh, Pa. (Aluminum) 

Barnes Metal Products Co., Chicago, Ills. 

Berger Mfg. Co., Canton, O. 

Central Steel & Wire Co., Chicago, Ils. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 

Columbian Enameling & Stamping Co., Terre Haute, Ind. 
(Covered with coating of Porcelain Enamel) 


Downs-Smith Brass & Copper Co., Long Island City, N. Y. 


Duralite Corp., Mishawaka, Ind. 

Edwards Mfg. Co., Cincinnati, O. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Hall Metal Products Co., Torrance, Cal. 

Kelly Co., Wm. J., Brooklyn, N. Y. 

Klauer Mfg. Co., Dubuque, Iowa 

Lennox Furnace Co., Inc., Marshalltown, Iowa 
Milcor Steel Co., Milwaukee, Wis. 

Miller & Doing, Inc., Brooklyn, N. Y. 

Newport Rolling Mill Co., Newport, Ky. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Reeves Mfg. Co., Dover, O. 

Rosebraugh Co., W. W., Salem, Ore. 

Southern States Iron Roofing Co., Savannah, Ga. 
Wheeling Corrugating Co., Wheeling, W. Va. 
Wheeling Metal & Mfg. Co., Wheeling, W. Va. 


Shoes, Conductor 
See Fittings and Accessories, Conductor 

Shut-Off Valves 

See Accessories, Oil Burner 

Shutters, Fire 

See Doors and Shutters, Fire 
Skylight Gearing 
See Gearing, Skylight 


Skylights 


Aluminum Co. of America, Pittsburgh, Pa. 
Bayer Co., A. J., Los Angeles, Cal. 
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Beatrice Steel Tank Mfg. Co., Beatrice, Nebr. 
Biersach & Niedermeyer, Milwaukee, Wis. 
Berger, M. Russell, Philadelphia, Pa. 

Brown Bros., Spokane, Wash. 

Burt Mfg. Co., Akron, O 

Canton Steel Ceiling Co., Canton, O. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Columbian Steel Tank Co., Kansas City, Mo. 
Drouve Co., G., Bridgeport, Conn. 

Falstrom Co., Passaic, N. J. 

Fingles, Inc., W. A., Baltimore, Md. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Herrmann & Grace Co., Brooklyn, N. Y. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 
Ingle Mfg. Co., San Diego, Cal. 

Kawneer Co., Niles, Mich. 

Klauer Mfg. Co., Dubuque, Iowa 

Kuhnla, Ine., August, Brooklyn, N. Y. 

Lee & Son, Thomas, Cincinnati, O. 

Lupton’s Sons Co., David, Philadelphia, Pa. 
Milcor Steel Co., Milwaukee, Wis. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Overly & Sons, W. F., Greensburg, Pa, 
Pierce Roofing Co., Olean, N. Y. 

Riester & Thesmacher Co., Cleveland, O. 
Robertson Co., H. H., Pittsburgh, Pa. 

St. Paul Corrugating Co., St. Paul, Minn. 
Schoedinger Co., F. O., Columbus, O. 

Soule Steel Co., San Francisco, Cal. 

Van Noorden Co., E., Boston, Mass. 

Wagner Sheet Metal Works, Sacramento, Cal. 
Wagner’s Sons Co., J. F., Louisville, Ky. 

Ward Co., H. H., Chester, Pa, 


Slate Roofing 


See Roofing, Slate 
Slitting Machines 
See Machines, Slitting 
Smoke Consumers 
See Consumers, Smoke 

Pipe 

See Pipe, Smoke 
Smoke Pipe Dampers 
See Dampers, Smoke Pipe 
Smoke Pipe Fittings 


See Fittings and Accessories, Smoke Pipe 


Smoothers, Roofers’ 


All States Roofers’ Equipment & Material Co., Chicago, Ills. 
Littleford Bros., Cincinnati, O. 
Mohawk Asphalt Heater Co. Schenectady, N. Y. 


Snips and Shears, Bench and Hand 


Bergman Tool Mfg. Co., Buffalo, N. Y. 
Buffalo Forge Co., Buffalo, N. Y. 

Clough, R. M., Meriden, Conn. 

Crescent Tool Co., Jamestown, N. Y. 

Emrich, Phil., Cincinnati, O. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Viking Shear Co., Erie, Pa. 

Western Blower Co., Seattle, Wash. 

Wiss & Sons Co., J., Newark, N. J 


Snow Guards 
See Guards, Snow 


Solder 


Berger Bros. Co., Philadelphia, Pa. 

Brown-Wales Co., Boston, Mass. 

Central Steel & Wire Co., Chicago, Ills. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Empire Metal Co., Syracuse, N. Y. 

Hewitt Metals Corp., Detroit, Mich. 

Kester Solder Co., Chicago, Ills. 

Klauer Mfg. Co., Dubuque, Iowa 

Lenk Mfg. Co., Newton Lower Falls, Mass. (Aluminum) 
National Lead Co., New York City 

Osborn Co., J. M. & L. A., Cleveland, O. 

Ruby Chemical Co., Columbus, O. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Wheeling Corrugating Co., Wheeling, W. Va. 


Soldering Coppers 
See Coppers, Soldering 
Idering Flux 
See Flux, Soldering 
Soldering Furnaces 
See Furnaces, Soldering 
Soldering Iron Handles 
See Handles, Soldering Iron 
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Soldering Irons 
See Coppers, Soldering 
Idering Torches 
See Torches, Soldering 


Solenoid Valves 

See Valves, Solenoid 

Soot Destroyers 

See Destroyers, Soot 

Special Metal Rivets 
See Rivets, Special Metal 

Spot Welders 

See Welders, Electric 

Spray Type Humidifiers 
See Humidifiers, Spray and Washer Type 

Stainless Sheets 

See Sheets, Stainless 
Steel Ceilings 

See Ceilings, Metal 
Steel Plates 
See Plates, Steel 
Steel Roofing 

See Roofing, Iron and Steel 
Steel Sheets 
See Sheets, Iron and Steel ; 
Steel Sheets, Copper Bearing 
See Sheets, Copper Bearing Steel 
Step Ladders 
See Ladders, Step and Extension 


Stokers, or Automatic Coal Burners, Domestic 


American Engineering Co., Philadelphia, Pa. 
Auburn Foundry, Inc., Auburn, Ind. 

Auto-Home Stoker Corp., Chicago, Ills. 
Automatic Combustion Engineers, Inc., New York City 
Automatic Stoker Corp., Indianapolis, Ind. 
Babcock & Wilcox Co., New York City 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Beckley Perforating Co., Garwood, N. J. 

Black Servant Mfg. Co., St. Louis, Mo. 

Bluffton Mfg. Co., Findlay, O. ‘ 
Breeding Stoker Corp., Cincinnati, O. 

Bros Boiler Mfg. Co., Wm., Minneapolis, Minn. 
Brownell Co., Dayton, O. 

Burnham Stoker, Inc., Vancouver, Wash. 

Butler Mfg. Co., Kansas City, Mo. 

Canton Stoker Corp., Canton, O. 

Cokal Pulverzone Corp., Chicago, Ills. 

Columbus Metal Products, Inc., Columbus, O. 
Combustion Engineering Corp., New York City 
Combustion Equipment Co., Denver, Colo. 
Combustioneer, Inc., Springfield, O. 
Consolidated Car Heating Co., Inc., Albany, N. Y. 
Delta Stoker Corp., North Chicago, Ills. 

Detroit Stoker Co., Detroit, Mich. 

Domestic Stoker Co., New York City 

Economy Stoker Co., Salt Lake City, Utah 
Eddy Stoker Corp., Chicago, Ills. 

Electro-Stoke Mfg. Co., Indianapolis, Ind. 
Fairbanks, Morse & Co., Chicago, Ills. 

Favorite Stove & Range Co., Piqua, O. 

Fire King Stoker Co., Indianapolis, Ind. 
Firemaster Stoker Co., Salt Lake City, Utah 
Flynn & Emrich Co., Baltimore, Md. 

Frederick Iron & Steel Co., Frederick, Md. 
Freeman Stoker & Engineering Co., Chicago, Ills. 
Fuel Savers, Inc., Harrisburg, Pa. 

Furnace Boy Stoker Co., Baker, Ore. 

General Machinery Co., Spokane, Wash. 

Germer Stove Co., Erie, Pa. 

Gray & Murdock Mfg. Co., Salt Lake City, Utah 
Hamilton Automatic Stoker Corp., Hamilton, O. 
Heating Assurance, Inc., Spokane, Wash. 
Holcombe & Hoke Mfg. Co., Indianapolis, Ind. 
Illinois Stoker Co., Alton, Ills. 

Iron Fireman Mfg. Co., Cleveland, O. 
Johnston-Jennings Co., Cleveland, O. 

Leffel Co., James, Springfield, O. 
McClave-Brooks Co., Scranton, Pa. 

Marion Machine, Foundry & Supply Co., Marion, Ind. 
Mechanical Stoker Corp., Canton, O. 

Modern Coa’? Burner Co., Chicago, Ills. 
Motorstokor Corp., New York City 

Murray-Ohio Mfg. Co., Cleveland, O. 

New Method Stove Co., Mansfield, O. 

Orr & Sembower, Inc., Reading, Pa. 

Paragon Kol-Master Corp., Oregon, Ills. 
Reliance Electric & Engineering Co., Cleveland, O. 
Riddell Stoker Co., Baltimore, Md. 

Riley Stoker Corp., Worcest‘r, Mass. 

Risdon Sales Corp., Seattle, Wash. 

Robot Stoker Mfg. Corp., Staten Island, N. Y. 
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Scientific Combustion Laboratories, Painesville, O. 

Solar Appliance Corp., Cleveland, O. 

Stoker-Matic Corp., Salt Lake City, Utah 

Stolte Stoker Corp., Indianapolis, Ind. 

Swindell-Dressler Corp., Pittsburgh, Pa. 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 
Wheland Co., Chattanooga, Tenn. 

Whiting Corp., Harvey, Ills. 

Whitty Mfg. Co., Boston, Mass. 

Will-Burt Co., Orrville, O. 


Stove Bolts 
See Bolts, Stove 
Stove Pipe 
See Pipe, Stove 
Stove Pipe Fittings 
See Fittings and Accesories, Stove Pipe 
Stove Repairs 
See Repairs, Stove and Furnace 
Stove Trimmings 
See Trimmings, Stove and Furnace 
Strainers, Conductor 
See Fittings and Accessories, Conductor 
Strainers for Oil Burners 
See Accessories, Oil Burner 


Strainers, Roof 


Barnes Metal Products Co., Chicago, Ills. 

Carey Co., Daniel, Woburn, Mass. 

Chase Brass & Copper Co., Inc., Waterbury, Conn. 
Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Grand Rapids Wire Products Co., Grand Rapids, Mich. 
Hussey & Co., C. G., Pittsburgh, Pa. 

Levow, David, New York City 

Milcor Steel Co., Milwaukee, Wis. 

Ryerson & Son, Inc., Joseph T., Chicago, Ills. 

Wagner Sheet Metal Works, Sacramento, Cal. 


Straps, Leader 
See Fittings and Accessories, Conductor 
Straps, Pipe 
See Fittings and Accessories, Conductor 
Strip Rolling Machinery 
See Machinery, Strip Rolling 
Switches, Oil Burner 


See Accessories, Oil Burner 


Systems, Blow Pipe 


Ingle Mfg. Co., San Diego, Cal. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Wagner Sheet Metal Works, Sacramento, Cal. 
Ward Co., H. H., Chester, Pa. 

Western Blower Co., Seattle, Wash. 

Young & Bertke Co., Cincinnati, O. 


Tampers, Roofers’ 


All States Roofers Equipment & Material Co., Chicago, Ills. 
Beall Bros., Alton, Ills. 

Littleford Bros., Cincinnati, O. 

Mohawk Asphalt Heater Co., Schenectady, N. Y. 


Tees, Furnace Pipe 
See Pipe, Furnace, Fittings and Accessories 
Temperature Regulators 
See Regulators, Room Temperature 
Terne Roofing 
See Roofing, Terne 
Thermostats 
See Regulators, Room Temperature 
Thermostats, Oil Burner 
See Accessories, Oil Burner 
Tin Roofing 
See Roofing, Tin 
Tin Sheets. 
See Sheets, Tin 
Tinplate 
See Sheets, Tin 
Tips, Damper 
See Clips and Tips, Damper 
Toggle Bolts 
See Bolts, Toggle and Anchor 
Tongs, Hanger 
See Tools, Metal Workers’ 
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Tool Bags and Cases 
See Bags and Cases, Tool 


Tools, Firing 


Adams Co., Dubuque, Iowa 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bethlehem Steel Co., Bethlehem, Pa. 

Cook & Chick Co., Chicago, Ills. 

Fanner Mfg. Co., Cleveland, O. 

Grabler Mfg. Co., Cleveland, O. 

Leetonia Tool Co., Leetonia, O. 

Liebfried Mfg. Corp., C. H., Brooklyn, N. Y. 
Mid-West Forging Co., Chicago, Ills. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 


Tools, Metal Workers’ 


Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Brown-Wales Co., Boston, Mass. 

Burritt & Bro., O. W., Weedsport, N. Y. 

Champion Tool Co., Los Angeles, Cal. (Pipe Crimper) 
Clough, R. M., Meriden, Conn. 

Hendley & Whittemore Co., Beloit, Wis. 
Interstate Machinery Co., Chicago, Ills. 

Johnson Gas Appliance Co., Cedar Rapids, Iowa 
Milcor Steel Co., Milwaukee, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Stanley Works, New Britain, Conn. 


Tools, Roofers’ 


Brown-Wales Co., Boston, Mass. 

Burritt & Bro., O. W., Weedsport, N. Y. 
Eiermann Floor Scraper Co., Brooklyn, N. Y. 
Emrich, Phil., Cincinnati, O. 

Mileor Steel Co., Milwaukee, Wis. 

Niagara Machine & Tool Works, Buffalo, N. Y. 
Peck, Stow & Wilcox Co., Southington, Conn. 


Tops, Chimney 
See Caps and Tops, Chimney 


Torches, Blow 


Bernz Co., Inc., Otto, Rochester, N. Y. 

Clayton & Lambert Mfg. Co., Detroit, Mich. 
Detroit Torch & Mfg. Co., Detroit, Mich. 

Diener Mfg. Co., Geo. W., Chicago, Ills. 

Everhot Mfg. Co., Maywood, Ills. 

Imperial Brass Mfg. Co., Chicago, Ills. 

Klein & Sons, Mathias, Chicago, Ills. 

Lenk Mfg. Co., Newton Lower Falls, Mass. 
Liquefied Gas Appliance Co., Ine., Sharpsburg, Pa. 
Swift Equipment Manufacturers, West Alexandria, O. 
Turner Brass Works, Sycamore, IIIs. 

Wall Mfg. Supply Co., P., Pittsburgh, Pa. 


Torches, Brazing, Cutting, Welding, Oxy-Acetylene 


Air Reduction Sales Co., New York City 

American Gas Accumulator Co., Elizabeth, N. J. 
Bastian-Blessing Co., Chicago, Ills. 

Bernz Co., Inc., Otto, Rochester, N. Y. 
Carbo-Oxygen Co., Pittsburgh, Pa. 

Gas Products Co., Columbus, O. 

Harris Calorific Co., Cleveland, O. 

Imperial Brass Mfg. Co., Chicago, Ills. 

Koven & Bro. Inc., L. O., Jersey City, N. J. 

Linde Air Products Co., New York City 

Milburn Co., Alexander, Baltimore, Md. 

Ryerson & Son, Inc., Jos. T., Chicago, Ills. 

Smith Welding Equipment Corp., Minneapolis, Minn. 
Swift Equipment Manufacturers, West Alexandria, O. 
Tips, Inc., Baltimore, Md. 

Torchweld Equipment Co., Chicago, Ills. 

Ward Co., H. H., Chester, Pa. 

Weldit Acetylene Co., Detroit, Mich. 

Williams & Co., Ine., Pittsburgh, Pa. 


Torches, Soldering 


Bernz Co., Inc., Otto, Rochester, N. Y. 

Clayton & Lambert Mfg. Co., Detroit, Mich. 
Everhot Mfg. Co., Maywood, Ills. 

Hones, Inc., Charles A., Baldwin, N. Y. 

Imperial Brass Mfg. Co., Chicago, Ills. 

Johnson Gas Appliance Co., Cedar Rapids, Iowa 
Lenk Mfg. Co., Newton Lower Falls, Mass. 

Linde Air Products Co., New York City 

Liquefied Gas Appliance Co., Inc., Sharpsburg, Pa. 
Minn-Kota Foundry & Mfg. Co., Fargo, N. Dak. 
Swift Equipment Manufacturers, West Alexandria, O. 
Turner Brass Works, Sycamore, Ills. 

Wall Mfg. Supply Co., P., Pittsburgh, Pa. 
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Transformers 
See Accessories, Oil Burner 


Trimmings, Stove and Furnace 


Adams Co., Dubuque, Iowa 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Bowen Products Corp., Auburn, N. Y. 

Fanner Mfg. Co., Cleveland, O., 


Tubes, Brass and Bronze 
See Pipe and Tubes, Brass and Bronse 
Two-Ply Stainless Sheets 
See Sheets, Two-Ply, Stainless 
Unit Heaters 
See Heaters, Unit 


Units, Air Conditioning 


American Blower Corp., Detroit, Mich. 
American Furnace Co., St. Louis, Mo. 

Autovent Fan & Blower Co., Chicago, Ills. 
Bayley Blower Co., Milwaukee, Wis. 

Bishop & Babcock Sales Co., Cleveland, O. 
Bryant Heater & Mfg. Co., Cleveland, O. 
Buffalo Forge Co., Buffalo, N. Y. 

Carrier Engineering Corp., Newark, N. J. 
Carrier-Lyle Corp., Newark, N. J. 

Cary Mfg. Co., Waupaca, Wis. 

Clarage Fan Co., Kalamazoo, Mich., 
Conditioned Air Corp., Detroit, Mich. 

Dail Steel Products Co., Lansing, Mich. 
Keonomy Baler Co., Ann Arbor, Mich. 

Fingles, Inc., W. A., Baltimore, Md. 

Forest City Foundries Co., Cleveland, O. 

Fox Furnace Co., Elyria, O. 

Gehri & Co., Inc., A., Tacoma, Wash. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Handelan Mfg. Co., Minneapolis, Minn. 
Heetrozone Co., Minneapolis, Minn. 

Henry Furnace & Foundry Co., Cleveland, O. 
Hess Warming & Ventilating Co., Chicago, Ills. 
King Ventilating Co., Owatonna, Minn. 
Lakeside Co., Hermansville, Mich. 

Lau Heating Service, Inc., Dayton, O. 

Lennox Furnace Co., Marshalltown, Iowa 
Majestic Co., Huntington, Ind. 

McCormick & Co., J. H., Williamsport, Pa. 
Maryland Air Conditioning Corp., Maryland, O. 
Meyer Furnace Co., Peoria, Ills. 

Moncrief Furnace Co., Atlanta, Ga. 

Motor Wheel Corp., Lansing, Mich. 

Mueller Furnace Co., L. J., Milwaukee, Wis. 
Niagara Blower Co., Buffalo, N. Y. 
Parks-Cramer Co., Fitchburg, Mass. 

Premier Warm Air Heater Co., Dowagiac, Mich. 
Roesch Enamel Range Co., Belleville, Ills. (Gas) 
Roper Corp., Geo. D., Rockford, Ills. 

Round Oak Furnace Co., Dowagiac, Mich. 

Rudy Furnace Co., Dowagiac, Mich. 

Sturtevant Cooling & Air Conditioning Corp., Boston, Mass. 
Surface Combustion Corp., Toledo, O. 

U. S. Blower & Heater Corp., Minneapolis, Minn. 
Watt Mfg. Co., Sterling, Ills. 

Western Blower Co., Seattle, Wash. 

Williamson Heater Co., Cincinnati, O. 

Wise Furnace Co., Akron, O. 


Vacuum Cleaners for Furnaces 
See Cleaners, Furnace, Vacuum 


Valves, Foot, Oil 


See Accessories, Oil Burner 


Valves, Gas Pressure Regulating 


Automatic Products Co., Milwaukee, Wis. 
Bryant Corp., C. L., Cleveland, O 

Fisher Governor Co., Marshalltown, Iowa 
Hotstream Heater Co., Cleveland, O. 

Imperial Brass Mfg. Co., Chicago, Ils. 

Payne Furnace & Supply Co., Beverly Hills, Cal. 
Pioneer Heat Regulator Co., Dayton, O. 
Robertshaw Thermostat Co., Youngwood, O. 
Surface Combustion Corp., Toledo, O. 

York Oil Burner Co., Inc., York, Pa. 


Valves, Regulating, Oil 
See Accessories, Oil Burner 


Valves, Shut-Off 


See Accessories, Oil Burner 


Valves, Solenoid 


American Radiator Co., New York City 
Automatie Products Co., Milwaukee, Wis. 
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Bryant Corp., C. L., Cleveland, O. 

Detroit Lubricator Co., Detroit, Mich. 

Fisher Governor Co., Marshalltown, lowa 

General Electric Co., Schenectady, N. Y. 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 
Payne Furnace & Supply Co., Beverly Hills, Cal. 

Supreme Electric Products Co., Rochester, N. Y. 


Valves, Water Line 


Automatic Products Co., Milwaukee, Wis. 
Fisher Governor Co., Marshalltown, Iowa 
Minneapolis-Honeywell Regulator Co., Minneapolis, Minn. 


Vanes, Weather 
See Weather Vanes 
Vent Protectors, Oil Burner 
See Accessories, Oil Burner 
Ventilating Blowers 
See Blowers, Exhaust and Ventilating 
Ventilating Fans 
See Fans, Ventilating 
Ventilating Grilles 
See Grilles, Heating and Ventilating 
Ventilating Louvres 
See Louvres, Ventilating 
Ventilating Registers, Metal 
See Registers for Heating and Ventilating, Metal 
Ventilating Registers, Wood 
See Registers for Heating and Ventilating, Wood 
Ventilation Air Filters 


See Filters, Air, Ventilation 


Ventilators, Ceiling 


Auer Register Co., Cleveland, O. 

Bardes Range & Foundry Co., E. H., Cincinnati, O. 
Falstrom Co., Passaic, N. J. 

Globe Iron Roofing & Corrugating Co., Cincinnati, O. 
Hart & Cooley Mfg. Co., Chicago, Ills. 

Henry Furnace & Foundry Co., Cleveland, O. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 
Independent Register & Mfg. Co., Cleveland, O. 
Klauer Mfg. Co., Dubuque, Iowa 

Lamneck Products, Inc., Columbus, O. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Tuttle & Bailey Mfg. Co., Brooklyn, N. Y. 

U. S. Register Co., Battle Creek, Mich. 

Uno Ventilator Co., Cliftondale, Mass. 

Victor Electric Products, Inc., Cincinnati, O. 


Ventilators, Roof, Fan 


Allen Corp., Detroit, Mich. 

Autovent Fan & Blower Co., Chicago, Ills. 

Berger Bros. Co., Philadelphia, Pa. 

Bishop & Babcock Sales Co., Cleveland, O. 

Buffalo Forge Co., Buffalo, N. Y. 

Burt Mfg. Co., Akron, O. 

Brundage Co., Kalamazoo, Mich. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Clarage Fan Co., Kalamazoo, Mich. 

De Bothezat Impeller Co., Inc., New York City 
Falstrom Co., Passaic, N. J. 

Fingles, Inc., W. A., Baltimore, Md. 

Hartzell Propeller Fan Co., Piqua, O. 

Hirschman Co., Inc., W. F., Buffalo, N. Y. 

Hudson Mfg. Co., H. D., Minneapolis, Minn. 

Ilg Electric Ventilating Co., Chicago, Ills. 

Iona Ventilator Co., Inc., Philadelphia, Pa. 

Jordon & Co., Paul R., Indianapolis, Ind. 

King Ventilating Co., Owatonna, Minn. 

Novy Ventilator Mfg. Co., Muskogee, Okla. (Revolving) 
tobertson Co., H. H., Pittsburgh, Pa. 

Sturtevant Co., B. F., Hyde Park, Boston, Mass. 

Uno Ventilator Co., Cliftondale, Mass. 

Western Rotary Ventilator Co., Inc., Los Angeles, Cal. 
Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 


Ventilators, Roof, Gravity 


Accurate Mfg. Works, Chicago, Ills. 

Adams Co., Dubuque, Iowa 

Aeolus Dickinson, Chicago, Ills. 

Akrat Ventilators, Inc., Chicago, Ills. 

Allen Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, Ills. 
American-Larson Ventilating Co., Pittsburgh, Pa. 
Arex Co., Chicago, Ills. 

Berger Bros. Co., Philadelphia, Pa. 

Berger, M. Russell, Philadelphia, Pa. 

Burt Mfg. Co., Akron, O. 

Cincinnati Sheet Metal & Roofing Co., Cincinnati, O. 
Clay Equipment Corp., Cedar Falls, Iowa 
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Falstrom Co., Passaic, N. J. 

Fingles, Inc., W. A., Baltimore, Md. 

Globe Ventilator Co., Troy, N. Y. 

Hirschman Co., Inc., W. F., Buffalo, N. Y. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 

Iona Ventilator Co., Inc., Philadelphia, Pa. 
Iwan Brothers, South Bend, Ind. 

Jordan & Co., Paul R., Indianapolis, Ind. 

King Ventilating Co., Owatonna, Minn. 

Kirk & Blum Mfg. Co., Cincinnati, O. 

Lee & Son, Thomas, Cincinnati, O. 

Milcor Steel Co., Milwaukee, Wis. 

New York Blower Co., Chicago, Ills. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Robertson Co., H. H., Pittsburgh, Pa. 

Royal Ventilator Co., Philadelphia, Pa. 
Schoedinger Co., F. O., Columbus, O. 

Standard Ventilator Co., Lewisburg, Pa. 
Swartwout Co., Cleveland, O. 

Tierney Rotor Ventilator Co., Minneapolis, Minn. 
Vail Mfg. Co., Fort Wayne, Ind. 

Wagner Sheet Metal Works, Sacramento, Cal. 
Western Rotary Ventilator Co., Inc., Los Angeles, Cal. 
Windmotor Ventilator Co., Detroit, Mich. 


Vises, Punch 
See Tools, Metal Workers 
Wagons, Roofers 
See Carts or Wagons, Roofers’ 
Wall Flashings 
See Flashings, Wall 
Wall Insulation 
See Insulation, Wall 
Warm Air Dampers 
See Dampers, Warm Air, Sheet Metal 
Warm Air Faces, Metal 
See Faces, Cold Air and Warm Air, Metal 
Warm Aijr Faces, Wood 
See Faces Cold Air and Warm Air, Wood 
Warm Air Furnaces, Coal Burning 
See Furnaces, Warm Air, Coal Burning 
Warm Air Furnaces, Gas Burning 
See Furnaces, Warm Air, Gas Burning 
Warm Air Furnaces, Gas or Oil Burning 
See Furnaces, Warm Air, Gas or Be Burning 
Warm Air F urnaces, Oil Burning 
See Furnaces, Warm Air, Oil Burning 
Warm Air Gas Auxiliary Furnaces 
See Furnaces, Warm Air, Gas Auxiliary 
Warm Aj Pipeless Furnaces 
See Furnaces, Warm Air, Pipeless 
Warm Air Radiators 
See Radiators, Warm Air 
Warm Air Register Shields 
See Shields, Warm Air Register 
Washer and Blower Combination 
See Blower and Air Washer Combination 
Washer Type Humidifiers 
See Humidifiers, Spray and Washer Type 


Washers, Air 


Air Conditioning Equipment Corp., Minneapolis, Minn. 
Air-Control Systems, Inc., Chicago, Ills. 

Aladdin Heating Corp., Oakland, Cal. 

American Blower Corp., Detroit, Mich. 

American Foundry & Furnace Co., Bloomington, Ills. 
American Machine Products Co., Marshalltown, Iowa 
Autovent Fan & Blower Co., Chicago, Ills. 

Bishop & Babcock Sales Co., Cleveland, Ohio 
Brundage Co., Kalamazoo, Mich. 

Buffalo Forge Co., Buffalo, N. Y. 


Caldwell-Veitch Air Control Co., Inec., Kansas City, Mo. 


Clarage Fan Co., Kalamazoo, Mich. 

Dowagiac Steel Furnace Co., Dowagaic, Mich. 
Economy Baler Co., Ann Arbor, Mich. 
Emerson Electric Mfg. Co., St. Louis, Mo. 
Fingles, Inc., W. A., Baltimore, Md. 

Gehri & Co., A., Tacoma, Wash. 

General Machinery Co., Spokane, Wash. 

Green Foundry & Furnace Works, Des Moines, Iowa 
Hart Mfg. Co., Louisville, Ky. 

Hoersting & Holtmann Co., Dayton, O. 

Home Furnace Co., Holland, Mich. 

King Ventilating Co., Owatonna, Minn. 
Kleenaire Filter Co., Stevens Point, Wis. 
Lakeside Co., Hermansville, Mich. 

Lau Heating Service, Inc., Dayton, O. 
Moncrief Furnace Co., Atlanta, Ga. 
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Mueller Furnace Co., L. J., Milwaukee, Wis. 

New York Blower Co., Chicago, Ills. 

Rudy Furnace Co., Dowagiac, Mich. 

Staynew Filter Corp., Rochester, N. Y. 

Stilphen Engineering & Mfg. Co., C. A., Denver, Colo. 
Sturtevant Co., B. F., Hyde Park, Boston, Mass. 
Texo Heater & Mfg. Corp., Covington, Ky. 

Thatcher Co., Newark, N. J. 


United States Blower & Heater Corp., Minneapolis, Minn. 


U. S. Pressed Steel Products Co., Kalamazoo, Mich. 
Western Blower Co., Seattle, Wash. 


Water Line Valves 
See Valves, Water Line 
Waterproofing Paint 


See Paint, Concrete, Waterproofing 


Weather Strips, Metal 


Accurate Metal Weather Strip Co., New York City 
Allmetal Weather Strip Co., Chicago, Ills. 

American Metal Weather Strip Co., Grand Rapids, Mich. 
Biersach & Niedermeyer, Milwaukee, Wis. 

Brown Bros., Spokane, Wash. 

Chamberlain Metal Weather Strip Co., Detroit, Mich. 
Cincinnati Mfg. Co., Cincinnati, O. 

Concrete Engineering Co., Omaha, Nebr. 

Danzer Metal Works, Hagerstown, Md. 

Detroit Metal Weatherstrip Co., Detroit, Mich. 
Diamond Metal Weather Strip Co., Columbus, O. 
Franklin Metal Weather Strip Co., New York City 
Johnson Metal Products Co., Erie, Pa. 

Lupton’s Sons Co., David, Philadelphia, Pa. 

Metal Door & Trim Co., La Porte, Ind. 

Metal Products Co., Cincinnati, O. 

Monarch Metal Weatherstrip Corp., St. Louis, Mo. 
Pacific States Felt & Mfg. Co., San Francisco, Cal. 
Robbins Mfg. Co., Chicago, Ills. 


Weather Vanes 


Bayer Co., A. J., Los Angeles, Cal. 

Biersach & Niedermeyer, Milwaukee, Wis. 

Brown Bros., Spokane, Wash. 

Danzer Metal Works, Hagerstown, Md. 

Edwards Mfg. Co., Cincinnati, O. 

Fingles, Inc., W. A., Baltimore, Md. 
Friedley-Voshardt Co., Chicago, Ills. 

Grand Rapids Wire Products Co., Grand Rapids, Mich. 
Hudson Mfg. Co., H. D., Minneapolis, Minn. 

King Ventilating Co., Owatonna, Minn. 

Milcor Steel Co., Milwaukee, Wis. 

Norman Sheet Metal Mfg. Co., W. F., Nevada, Mo. 
Overly & Sons, W. F., Greensburg, Pa. 

St. Paul Corrugating Co., St. Paul, Minn. 

Tiffin Art Metal Co., Tiffin, O. 

Van Noorden Co., E., Boston, Mass. 

Waener’s Sons Co., J. F., Louisville, Ky. 


Welders, Electric 


Acme Electric Welder Co., Huntington Park, Cal. 
Agnew Electric Welder Co., Milford, Mich. 
American Electric Fusion Corp., Chicago, Ills. 
American Transformer Co., Newark, N. J. 

Burke Electric Co., Erie, Pa. 

Hisler Electric Co., Newark, N. J. 

Federal Machine & Welder Co., Warren, O. 
Fusion Welding Corp., Chicago, Ills. 

General Electric Co., Schenectady, N. Y. 

Hobart Bros. Co., Troy, O. 

Koven & Bro., Inc., L. O., Jersey City, N. J. 
Lincoln Electric Co., Cleveland, O. 

Master Electric Co., Dayton, O. 

Micro Products Co., Peoria, Ills. 

Ryerson & Son, Inc., Jos. T., Chicago, Ills. 

Smith & Sons, Inc., David H., Brooklyn, N. Y. 
Taylor-Hall Welding Corp., Worcester, Mass. 
Taylor-Winfield Corp., Warren, O. 
Thomson-Gibbs Electric Welding Co., Bay City, Mich. 
Uno Welding & Bonding Co., Cleveland, O. 

U. S. L. Battery Corp., Niagara Falls, N. Y. 
Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 
Williams & Co., Inc., Pittsburgh, Pa. 


Welding Machines 
See Welders, Electric 
Welding Rods 
See Rods, Welding 
Welding Torches 
See Torches, Brazing, Cutting, Welding 


Wire Cloth 


Aluminum Co. of America, Pittsburgh, Pa. 
Brown Bros., Spokane, Wash. 
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Chase Brass & Copper Co., Inc., Waterbury, Conn. 


Metalace Corp., South Boston, Mass. 
Pierce Roofing Co., Olean, N. Y. 
U. S. Register Co., Battle Creek, Mich. 


Wickwire Spencer Steel Co., New York City 


Wire Nails 
See Nails, Wire 


Wiring Machines 
See Machines, Wiring 
Wood Faces 


See Faces, Cold Air and Warm Air, Wood 


Wood Registers 


See Registers for Heating and Ventilating, Wood 
W 


Wire, Plain, Galvanized and Coppered 


American Steel Co., Pittsburgh, Pa. 
Continental Steel Corp., Kokomo, Ind. 
Copperweld Steel Co., Glassport, Pa. 
Gulf States Steel Co., Birmingham, Ala. 


Jones & Laughlin Steel Corp., Pittsburgh, Pa. 


Republic Steel Corp., Youngstown, O. 


Robertson Steel & Iron Co., Cincinnati, O. 
Ryerson & Son, Inc., Joseph T., Chicago, Ills. 
Wheeling Corrugating Co., Wheeling, W. Va. 


ews 
See Screws, Wood 
Work Benches 
See Benches, Work 
Zinc Nails 
See Nails, Zinc 
Zinc Roofing 
See Roofing, Zinc 
Zinc Sheets 


See Sheets, Zinc 
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Section II—Trade Names 


A 


A.B.C.—Filters. American Blower Corp., 
Detroit, Mich. 

A.B.C.—Oil Burners. Automatic Burner 
Corp., Chicago, Ills. ; 

A-C—Furnace Fans. A-C Manufactur- 
ing Co., Inc., Pontiac, Mich. 

A. W.—Sheets, Plates. Alan Wood Mfg. 
Co., Conshohocken, Pa. 

Accurate—Roof Ventilators. 

Mfg. Works, Chicago, Ills. 

Ace—Stokers. Consolidated Car Heat- 
ing Co., Inc., Albany, N. Y. 

Acme—Furnace Fittings. Acme F ir- 
nace Fitting Co., Chicago, Ills. 

Acme—Roof Ventilators. M. Russell 
Berger, Philadelphia, Pa. 

Adams—Dampers, Registers, Ventilat- 
ors. Adams Co., Dubuque, Iowa. 

Admiral — Furnaces. Boyton Furnace 
Co., New York City. 

Aeolus—Ventilators. Aeolus Dickinson, 
Chicago, Ills. 

Afco—Blowers, Furnaces. American 
Furnace Co., St. Louis, Mo. 

Afco Duo-Blo—Unit Heaters. Ameri- 
can Furnace Co., St. Louis, Mo. 
Agricola—Furnaces. Agricola Furnace 

Co., Inc., Gadsden, Ala. 

Airco—Welding Rods. Air Reduction 
Sales Co., New York City. 

Airco - Davis - Bournonville — Welding 
and Cutting Apparatus. Air Re- 
duction Sales Co., New York City. 

Aireflo—Air Conditioning Units. Len- 
nox Furnace Co., Inc., Marshalltown, 
Iowa. 

Airgard—Filters. 
Louisville, Ky. 

Airklenzer — Air Conditioning Unit 
Round Oak Furnace Co., Dowagiac, 


Mich. 

Airlux—Humidifiers. Timken - Silent 
Automatic Co., Detroit, Mich. 
Airmat—Filters. American Air Filter 

Co., Inc., Louisville, Ky. 
Air-O-Fan—Furnace Fans. Wm. W. 
Johnston Co., Dayton, O. 


Accurate 


American Filter Co., 


Air-O-Vac—Furnace Cleaners. Air-O- 
Vac Furnace Cleaner Mfg. Co., Mil- 
waukee, Wis. 

Airstat—Controls. 
well Regulator 


Minneapolis-Honey- 
Co., Minneapolis, 
Minn. 


Airtrol—Air Conditioning Units. J. H. 
McCormick & Co., Williamsport, Pa. 

Ajax—Scaffolding. Ajax Building Bracket 
Co., Cleveland Heights, O 

Akbar—Fire Doors. Kinnear Mfg. Co., 
Columbus, O. 

Akrat—Ventilators. Akrat Ventilators, 
Inc., Chicago, Ills. 
Akron Air Blast—Furnaces. 
beger Co., Newark, O. 
Aladdin—Furnaces. Aladdin Heating 

Corp., Oakland, Cal. 
Albany—Stokers. Consolidated Car Heat- 
ing Co., Inc., Albany, N. Y. 
Alcoa—Roofing, Sheets. Aluminum Co. 
of America, Pittsburgh, Pa. 
Allen—Fans, Ventilators. Allen Corp., 
Detroit, Mich. 
Alumbrite—Aluminum Paint. 
son & Co., Oakmont, Pa. 
Always Reliable—Torches. Otto Bernz 
Co., Inc., Rochester, N. Y. 
Ambler—Asbestos Products. Keasbey & 
Mattison Co., Ambler, Pa. 
American—Filters. American Air Filter 
Co., Inc., Louisville, Ky. 
American—Furnaces. American Foundry 
& Furnace Co., Bloomington, IIIs. 
American—Humidifiers. American Air 
Purifier Corp., New York City. 
American—Metal Tile. Milcor Steel Co., 
Milwaukee, Wis. 
American—Registers. American Wood 
Register Co., Plymouth, Ind. 
American—Sheets. American Sheet & 
Tin Plate Co., Pittsburgh, Pa. 
American-Larson — Ventilators. Amer- 
ican-Larson Ventilating Co., Pitts- 
burgh, Pa. 
American Seal—Cement, Paint. Wm. 
Connors Paint Mfg. Co., Troy, N. Y. 
AmerTran—Welders. American Trans- 
former Co., Newark, N. J. 


May-Fie- 


Thomp- 


Ampeco—Blowers, Fans, Humidifiers. 
American Machine Products Co., 
Marshalltown, Iowa. 

Anaconda—Plates, Sheets, Tubes. Amer- 
ican Brass: Co., Waterbury, Conn. 

Apollo—Sheets. American Sheet & Tin 
Plate Co., Pittsburgh, Pa. 

Apollo—Sheets, Apollo Co., La Salle, Ills. 

Apolloy—Sheets. Apollo Steel Co., 
Apollo, Pa. 

Aquazone—Room Cooler. 
Cleveland, O. 

Arborite—Insulation. Wood-Fibre Board 
Corp., New York City. 

Arco—Shut-off Valves. American Radi- 
ator Co., New York City. 

Arco-Petro—Burners. Petroleum Heat 
& Power Co., Stamford, Conn. 

Arctic—Stove and Furnace Trimmings. 
Fanner Mfg. Co., Cleveland, O. 

Arctic-Nu-Air—Blowers. United States 
Blower & Heater Corp., Minneapolis, 
Minn. . 

Arcweld—Furnaces. Arcweld Mfg. Co., 
Inc., Seattle, Wash. 

a Arex Co., Chicago, 
Ills. 

Arin—Louvres. Arex Co., Chicago, Ills. 

Aristocrat—Furnaces. Henry Furnace & 
Foundry Co., Cleveland, O. 

Aristocrat—Registers. Auer Register Co., 
Cleveland, O. 

Armco—Plates, Roofing, Sheets. Ameri- 
can Rolling Mill Co., Middletown, O. 

Armco Paintgrip— Sheets. American 
Rolling Mill Co., Middletown, O. 

Armorize—Paint. Carter Paint Co., Lib- 
erty, Ind. 

Armstrong—Furnaces. Armstrong Fur- 
nace Co., Columbus, O 

Asbestocel—Pipe Covering. Johns-Man- 
ville, New York City. 

Asbestone—Roofing. R. J. Dorn Co., 
Inc., New York City. 

Asfaltslate—Shingles. Philip Carey Co., 
Lockland, Cincinnati, O. 

Ath - A - Nor — Furnaces. May-Fiebeger 
Co., Newark, O. 


Corozone Co., 
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Atlantic — Furnaces and Accessories. 
Portland Stove Foundry Co., Port- 
land, Maine. 

Atlas—Bolts, Rivets. Atlas Bolt & 
Screw Co., Cleveland, O. 

Atlas—Furnaces. Atlas Heating & Ven- 
tilating Co., San Francisco, Cal. 

Auburn—Stokers. Auburn Foundry, Inc., 
Auburn, Ind. 

Aueristocrat—Registers. Auer Register 
Co., Cleveland, O. 

Auto-Home—Stokers. Auto-Home Stoker 
Corp., Chicago, IIls. 

Auxilor—Stack-loss Eliminator. Econ- 
omy Baler Co., Ann Arbor, Mich. 


B 


3-B—Soot Destroyer. Boyer Chemical 
Laboratory Co., Chicago, IIIs. 

B & B—Blowers, Regulators. Bishop & 
Babcock Sales Co., Cleveland, O. 
BB—Hooks, Hangers, Fasteners. Berger 

Bros. Co., Philadelphia, Pa. 

B-Line — Motors. Brown - Brockmeyer 
Co., Inc., Dayton, O. 

BRN—Furnaces.: Andes Range & Fur- 
nace Corp., Geneva, N. Y. 

B&W—Stokers. Babcock & Wilcox Co., 
New York City. 

Baker—\Vacuum [urnace Cleaners. 
Baker Furnace Co., Toledo, O. 
Bal-Draf—Drait Regulators. Interna- 
tional Fire Equipment Corp., West 

New Brighton, L. L, N. Y. 

Balmi-Aire— Humidifiers. United States 
Blower & Heater Corp., Minneapolis, 
Minn. 

Barber—Gas Burners. Barber Gas Burner 
Co., Cleveland, O. 

Bardes—Fittings, Registers, Stokers. F. 
H. Bardes Range & Foundry Co., 
Cincinnati, O. 

Barnes—Conductor Pipe, Fittings. Barnes 
Metal Products Co., Chicago, Ills. 

Baronet—Furnaces. International Heater 
Go., Utiea. N.Y; 

Bayley—Blast Gates. Payley Blower 
Co., Milwaukee, Wis. 

Beacon—Furnaces. Walker & Pratt 
Mfg. Co., Boston, Mass. 

Bear Brand—Ceilings, Eaves Trough, 
Conductor. Woolwine Metal Prod- 
ucts Co., Los Angeles, Cal. 

Beaver—Furnaces. Danville Stove Mfg. 
Co., Danville, Pa. 

Beckfield—Blowers. 3eckfield Rotary 
Vacuum Blower Co., Pittsburgh, Pa. 

Beckley—Stokers. Beckley Perforating 
Co., Garwood, N. J. 

Bedard — Blowers, Fans, Humidifiers. 
3edard Mig. Co., Minneapolis, Minn. 

Beechwood—F urnaces, Heaters. Quaker- 
town Stove Works, Quakertown, Pa. 

Bell—Cement. Keasbey & Mattison Co., 
Ambler, Pa. 

Beloit— Machines, Punches, Tools. Hend- 
ley & Whittemore Co., Beloit, Wis. 

Ben Franklin—Furnaces. Midland Fur- 
nace Co., Columbus, O. 

Berger—Expanded Metal Lath. Republic 
Steel Corp., Youngstown, O. 

Berger—Gas Burners. M. Russell Ber- 
ger, Philadelphia, Pa. 

Bergstrom—Blowers, Furnaces. Berg- 
strom Mig. Co., Neenah, Wis. 

Berloy—Metal Ceilings. Berger Mfg. 
Co., Canton, O. 

Bertsch— Machines, Tools. Sertsch & 
Co., Cambridge City, Ind. 

Beth-Cu-Loy—Sheets. Bethlehem Steel 
Co., Bethlehem, Pa. 

Bettendorf—Oil Burners. Micro Corp., 
3ettendorf, Iowa. 

Biggs—Stokers. Wheland Co., Chat- 
tanooga, Tenn. 
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Black Diamond—Maple City Furnace 
Co., Mommouth, IIIs. 

Black Servant—Stokers. Black Servant 
Mig. Co., St. Louis, Mo. 

Bliss—Machinery. E. W. Bliss Co., 
Brooklyn, N. Y. 

Blue Bird—Snips. Bergman Tool Mfg. 
Co., Buffalo, N. Y. 

Blue Ribbon—Soot Destroyer. Interna- 
tional Metal Polish Co., Indianapolis, 
Ind. 

Blue Streak—Fans, Unit Heaters. West- 
ern Blower Co., Seattle, Wash. 
Blue Streak—Furnaces. Richardson & 
Boynton Co., New York City. 
Boiler Plate—Furnaces. Williamson 

Heater Co., Cincinnati, O. 

Bon-Air—lurnaces. Rudy Furnace Co., 
Dowagiac, Mich. 

Boomer—Furnaces. Hess Snyder Co., 
Massillon, O. 

Boston—Qil Burners. Boston Machine 
Works Co., Lynn, Mass. 

Braden—Oil Burners. Braden Engin- 
eering Corp., Providence, R. 

Bradshaw—Gas Burners. Swindell Dress- 
ler Corp., Pittsburgh, Pa. 

Branford—Oil Burners. Malleable Iron 
Fittings Co., Branford, Conn. 

Breeding — Stokers. Breeding Stoker 
Corp., Cincinnati, O. 

Brillion—Fans, Vacuum Cleaners. Bril- 
lion Furnace Co., Brillion, Wis. 
Bristol—Regulators. Bristol Co., Water- 

bury, Conn. 

Bros—Stokers. Wm. Bros Boiler & 
Mfg. Co., Minneapolis, Minn. 
Brown — Furnace Vacuum Cleaners. 
Henry Brown, Asheville, N. Car. 
Brownell—Stokers. Brownell Co., Day- 

ton, O. 

Brundage — Blowers, Fans. Brundage 
Co., Kalamazoo, Mich. 

Bryan—Oil Burners. Bryan Steam Corp., 
Peru, Ind. 

Bryant—Furnaces. Bryant Heater & 
Mig. Co., Cleveland, O. 

Bryant Dualator—Furnaces. Bryant 
Heater & Mfg. Co., Cleveland, O. 
Buckburn—Furnace Fans. International 

Heater Co., Utica, N. Y. 

Buffalo— Fans, Blowers, Ventilators. 
Buffalo Forge Co., Buffalo, N. Y. 
Bullet—Oil Burners. Woolery Machine 

Co., Minneapolis, Minn. 

Bung-Lo—Floor Furnaces. Geo. J. Cock- 
ing, Santa Ana, Cal. 

Bunsen—QOil Burners, Heaters. Bunsen 
Oil Burner Corp., Hartford, Conn. 
Burgess—Sound Deadening Insulation. 

Burgess Battery Co., New York City. 

Burmester — Furnaces. Burmester Gas 
Furnace Mfg. Co., Omaha, Nebr. 

Burn-All—Rubbish Burners. Polk Mfg. 
Co., Madison, Wis. 

Burnham—Stokers. Burnham Stoker, 
Inc., Vancouver, Wash. 

Burritt—Tools. O. W. Burritt & Bro., 
Weedsport, N. Y. 

Burt—Exhaust Heads, Fans, Ventilators. 
Burt Mfg. Co., Akron, O. 

Butler—Furnaces. Ramey Mfg. Co., 
Columbus, O. 

Butler—Stokers, Portable Garages. But- 
ler Mig. Co., Kansas City, Mo. 

Buzzer—Gas Burners. Charles A. Hones, 
Inc., Baldwin, N. Y. 


Cc 


C-E—Stokers. Combustion Engineering 
Corp., New York City. 

C & L—Torches. Clayton & Lambert 
Mfg. Co., Detroit, Mich. 

Cabot’s Quilt—Insulation, Samuel Cabot 
& Sons, Inc., Boston, Mass. 

Calbar—Cement, Paint. Calbar Paint & 
Varnish Co., Philadelphia, Pa. 
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Caleroil—Oil Burners. Silent Glow Oil 
Burner Corp., Hartford, Conn. 
Calorific—Furnaces. Richardson & Boyn- 

ton Co., New York City. 

Calumet—Furnaces. International Heater 
Co. ‘Utea, N.Y. 

Canton—Ceilings, Sheets. Canton Steel 
Ceiling Co., Canton, O. 

Canton—Stokers. Canton Stoker Corp., 
Canton, O. 

Capital—Furnaces. Floral City Heater 
Co., Monroe, Mich. 

Capitol—Registers. U. S. Register Co., 
Battle Creek, Mich. 

Carbonoid—Soot Destroyer. Weldrum 
Products Co., Indianapolis, Ind. 

Carey—Roof Strainers. Daniel Carey 
Co., Woburn, Mass. 

Careystone—Shingles. Philip Carey Co., 
Lockland, Cincinnati, O. 

Carter-Korth—Oil Burners. Oil-Amer- 
ican Burner Corp., Roselle Park, 
N. J. 

Carton—Furnaces. International Heater 
Co. Utica: N.Y: 

Carton Phoenix—Furnaces. International 
Heater Co., Utica, N. Y. 

Cary — Blowers, Furnaces, Humidifiers. 
Cary Mfg. Co., Waupaca, Wis. 

Case-Schaeffer—Blowers. Western Fur- 
naces, Inc., Tacoma, Wash. 

Ceco—Skylight Gearing. Concrete En- 
gineering Co., Omaha, Nebr. 

Celotex—Insulation. Celotex Co., Chi- 
cago, Ills. 

Cementite—Paint. Thompson & Co., 
Pittsburgh, Pa. 

Century—Fans. Century Electric Co., 
St. Louis, Mo. 

Century—Oil Burners. Century Engin- 
eering Corp., Cedar Rapids, Lowa. 
Challenge—Furnaces. Standard Foundry 

& Furnace Co., De Kalb, Ills. 

Champion — Blowers. Fans. Champion 
Blower & Forge Co., Lancaster, Pa. 

Champion—Furnace Pipe and Fittings. 
Chas. Johnson Co., Inc., Peoria, Ils. 

Champion—Mitres. Braden Mfg. Co., 
Terre Haute, Ind. 

Champion — Pipe Crimpers. Champion 
Tool Co., Los Angeles, Cal. 

Champion—Stokers. Favorite Stove & 
Range Co., Piqua, O. 

Chandler—Furnaces. Chandler Co., Cedar 
Rapids, Lowa. 

Charavay—Fans, Blowers. Hartzell Pro- 
peller Fan Co., Piqua, O. 

Chard—Cistern Filters. Shiloh Mfg. Co., 
Dayton, O. 

Chase—Pipe, Fittings, Sheets. Chase 
Brass & Copper Co., Inc., Water- 
bury, Conn. 

Cheney-Royal—Pipe Covering Protector. 
Cheney Co., Winchester, Mass. 
Cheney Thru-Wall—Flashings. Cheney 

Co., Winchester, Mass. 

Cheviron—Furnaces. Michigan Tank & 
Galvanizing Co., Detroit, Mich. 

Chicago—Brakes. Dreis & Krump Mfg. 
Co., Chicago, Ills. 

Chicago — Distillate Heaters. Quaker 
Mfg. Co., Chicago, IIIs. 

Chief—Furnaces. International Heater 
Co., Uties, N.Y. 

Chilaire—Air Conditioning Units. Chil- 
aire Corp., North Kansas City, Mo. 

Chinook—Furnaces. Wagner Sheet Metal 
Works, Sacramento, Cal. 

Cicero—Furnace Bulbs. Williams-Bow- 
man Rubber Co., Cicero, IIls. 

Cinch—Expansion Bolts. National Lead 
Co., New York City. 

Cincinnati—Furnaces, Roofing, Sheets. 
Cincinnati Sheet Metal & Roofing 
Co., Cincinnati, O. 

Cincinnati—Metal Workers’ Machinery. 
Cincinnati Shaper Co., Cincinnati, O. 
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Clarage — Blowers, Fans, Ventilators. 
Clarage Fan Co., Kalamazoo, Mich. 
Clark—Drills. Jas. Clark Jr. Electric Co., 
Louisville, Ky. 
Clark—Pipe and Fittings. 
Clark Co., Boston, Mass. 
Clarm—Humidifiers. Clarm Mechanical 
Devices Co., Lima, O. 
Clason—Snow Guards. M. N. Cartier 
& Sons Co., Providence, R. I. 
Clermont—Furnaces, Heaters. Gem City 
Stove Co., Dayton, O. 
Cleveland—Stokers. Reliance Electric & 
Engineering Co., Cleveland, O. 
Climate Maker — Furnaces. American 
Foundry & Furnace Co., Blooming- 


Henry N. 


ton, Ills. 

Climator—Blowers, Fans, etc. L. J. 
Mueller Furnace Co., Milwaukee, 
Wis. 


Clinton—Cement. Clinton Metallic Paint 
Co., Clinton, N. Y. 

Clough— Machines, Tools. R. M. Clough, 
Meriden, Conn. 

Coal Fueler— Stokers. Combustion 
Equipment Co., Denver, Colo. 

Cobble—Faces. Tuttle & Bailey Mfg. 
Co., Brooklyn, N. Y. 

Cokal—Stokers. Cokal Pulverzone Corp., 
Chicago, Ills. 

Coleman — Floor Furnaces. Coleman 
Lamp & Stove Co., Wichita, Kan. 

Colonial—Furnaces. Green Foundry & 
Furnace Works, Des Moines, Iowa. 

Colonial—Registers. Auer Register Co., 
Cleveland, O. 

Color-Bestos — Paint. -Technical 
ucts Co., Pittsburgh, Pa. 
Columbia—Furnaces. Fuller-Warren Co., 

Milwaukee, Wis. 
Columbia-Nutipe—Gas Burners. Colum- 
bia Burner Co., Toledo, O. 


Prod- 


Columbian—Furnaces, Heaters. Keeley 
Stove Co., Columbia, Pa. 
Columbian — Sheets. Columbian Steel 


Tank Co., Kansas City, Mo. 
Columbus—Humidifiers. Columbus Hu- 
midifier Co., Columbus, O. 
Columbus—Stokers. New Method Stove 
Co., Mansfield, O. 
busti Stokers. Combustioneer, 
Inc., Springfield, O. 
Comet—Furnaces. Keeley 
Columbia, Pa. 
Comfort—Furnaces. J. B. Foote Foundry 
Co., Fredericktown, O. 
Comfortaire—Furnaces. Hess Warming 
& Ventilating Co., Chicago, IIls. 


Co 





Stove Co., 


Companion—Furnaces. Hall-Neal Fur- 
nace Co., Indianapolis, Ind. 
Continental — Roofing, Sheets. Conti- 


nental Steel Corp., Kokomo, Ind. 
Control-O-Gas — Electrical Controls, 
Valves. Payne Furnace & Supply 
Co., Beverly Hills, Cal. 
Convector—Furnaces. L. J. Mueller Fur- 
nace Co., Milwaukee, Wis. 
Cook—Controls. Regulators. Cook Elec- 
tric Co., Chicago, Ills. 
Cope-Swift—Oil Burners. 
Corp., Detroit, Mich. 
Copperior—Sheets. Superior Sheet Steel 
Co., Canton, O. 
Copperweld—Nails, wire. 
Steel Co., Glassport, Pa. 
Count—Furnaces. International Heater 
Cée Uties N.Y. 
Craig-Reynolds—Furnaces. Dayton Cast- 
ing Co., Dayton, O. 
Crary-Positive — Rain Water Cut-offs. 
Crary Mfg. Co., Middleport, O. 
Crawford—Furnaces. Walker & Pratt 
Mfg. Co., Boston, Mass. 
Creo-Dipt-Mohawk—Shingles. Creo-Dipt 
Co., Inc., North Tonawanda, N. Y. 
Crescent—Furnaces. Thatcher Co., New- 
ark, N. J. 


Cope-Swift 


Copperweld 
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Crescent—Oil Burners. Silent Glow Oil 
Burner Corp., Hartford, Conn. 

Crescent—Rubbish Burners. Henry N. 
Clark Co., Boston, Mass. 

Crimpedge—Eaves Trough, Gutters and 
Accessories. Milcor Steel Co., Mil- 
waukee, Wis. 

Crown—Radiators. Magic 
Heating Appliances, 
City, Cal. 

Crusader—Furnaces. Boynton 
Co., New York City. 


Way Gas 
Inc., National 


Furnace 


Crusader—Heater. Premier Warm Air 
Heater Co., Dowagiac, Mich. 
Crystal Blue Flame—Oil Burners. Crys- 


tal Oil Burner Corp., Irvington, N. J. 
Cuno Auto-Klean—Strainers. Cuno En- 
gineering Corp., Meriden, Conn. 
Cycloidal—Fans. Garden City Fan Co., 

Chicago, IIls. 
Cyclonic—Brushes. Pilley Packing & 
Flue Brush Mig. Co., St. Louis, Mo. 


D 


D-Q DeLuxe—Furnace Vacuum Clean- 
ers. Densmore-Quinlan Co., Ken- 
osha, Wis. 

Dailaire—Blowers, Furnaces. Dail Steel 
Products Co., Lansing, Mich. 

Defirust—Sheets. Rustless Iron 
of America, New York City. 

Defistain—Sheets. Rustless Iron Corp. 
of America, New York City. 

Delco Heat—Oil Burners. Delco Ap- 
pliance Corp., Rochester, N. Y. 
Delta—Stokers. Delta Stoker Co., North 

Chicago, IIls. 

Deshler—Furnaces. Deshler Foundry & 
Machine Works, Deshler, O. 

Detroit—Furnace Pipe. Detroit Safety 
Furnace Pipe Co., Detroit, Mich. 

Detroit—Stokers. Detroit Stoker Co., 
Detroit, Mich. 

Diamond—Grilles, Registers, Perforated 
Metal. Diamond Mfg. Co., Wyom- 
ing, Pa. 

Dist-O-Matic — Oil Burners. Williams 
Oil-O-Matic Heating Corp., Bloom- 
ington, Ills. 

Doe—Oil Burners. Oil-Elec-Tric 
gineering Corp., Bethlehem, Pa. 

Double Duty—Air Filters. Independent 
Air Filter Co., Chicago, Ills. 

Dover—Eaves Trough Hangers. 
Wire Products Co., Dover, O. 

Dowagiac—Furnaces, Heaters. Dowagiac 
Steel Furnace Co., Dowagiac, Mich. 

Draft-A-Justor — Regulator. Draft-A- 
Justor Corp., Chicago, Ills. 

Dreadnaught — Furnaces, Torches. P. 
Wall Mig. Supply Co., Pittsburgh, 
Pa. 

Dualator—Furnaces. Bryant 
Mfg. Co., Cleveland, O. 


Corp. 





En- 


Ohio 


Heater & 


Duke—Furnaces. International Heater 
Co., Utica, N. Y. 
Dumore—Drills, Motors. Dumore Co, 


Racine, Wis. 

Duplex— Furnace Vacuum Cleaners. 
Ramey Mfg. Co., Columbus, O. 
Duquesne—Gas Burners, Stokers. Swin- 

dell Dressler Corp., Pittsburgh, Pa. 
Duratile—Metal Wall Tile. Duratile 
Corp., Mishawaka, Ind. 
Dustop—Filters. Owens-Illinois 
Co., Toledo, O. 
Dutch Boy—Solder. 
New York City. 


Glass 


National Lead Co., 


Dux-Bac—Shingles. Milcor Steel Co., 
Milwaukee, Wis. 
E 

E-Z—Dampers, Elbows. Acme _ Tin 


Plate & Roofing Supply Co., Phila- 
delphia, Pa. 


Sl 


E-Z—Soot Destroyer. 
St. Paul, Minn. 
E-Z Fit—Eaves Trough. 

Co., Philadelphia, Pa. 


Healy-Rutff Co., 


Serger Bros. 


Eagola—Oil Burning Heaters. Eagle 
Foundry Co., Belleville, Ills. 
Earl—Furnaces. International Heater 


Co., Utiea, N. ¥. 
Earle—Roof Ventilators. 
Co., Philadelphia, Pa. 
Economy—Furnaces. International 
Heater Co., Utica, N. Y. 
Economy—Registers. Auer Register Co., 
Cleveland, O. 
Economy — Stokers. Economy 
Co., Salt Lake City, Utah. 
Eddy—Stokers. Eddy Stoker Corp., Chi- 
cago, Ills. 
Edwards—Furnaces. Edwards 
Co., Wellsboro, Pa. 
Edwards—Roofing, Sheets, etc. 
Mfg. Co., Cincinnati, O. 
Effico—Ventilators. W. F. 
Co., Inc., Buffalo, N. Y. 
El Capitan—Furnaces. Midland Furnace 
Co., Columbus, O. 
El Dorado—Furnaces. 
Co., Columbus, O. 
Electric Furnace-Man—Stokers. Domes- 
tic Stoker Co., New York City. 
Electric Janitor—Regulators. Minneapo- 
lis-Honeywell Regulator Co., Minne- 
apolis, Minn. 


Serger Bros. 





Stoker 


Furnace 


Edwards 


Hirschman 


Midland Furnace 


Electrogas—Furnaces. Electrogas Fur- 
nace Co., San Francisco, Cal. 
Electrol—Oil Burners. Electrol, Inc., 


New York City. 
Electrozone—Controls. Air Conditioning 
& Engineering Co., St. Louis, Mo. 
Elhide-Monson- Maine — Slate Roofing. 
Elhide Co., Cambridge, Mass. 
Emerson— Blowers, Fans. Emerson Elec- 
tric Mfg. Co., St. Louis, Mo. 
Empire—Solder. Empire Metal Co., Syr- 
acuse, N. Y. 
Empress—Regulators. Bowen 
Corp., Auburn, N. Y. 
Encanto—Gas Furnaces. 
nace Co., Columbus, O. 
Enduro—Sheets. Republic Steel Corp., 
Youngstown, O. 

Enterprise—QOil Burners. Enterprise Oil 
Burner Co., San Francisco, Cal. 
Equator—Furnaces. Lennox Furnace 

Co., Inc., Marshalltown, Iowa. 
Erie—Furnaces. Hart & Crouse 
Utica, N. Y. 
Erisco—Soldering Irons. Electric Solder- 
ing Iron Co., New York City. 
Essex—Furnaces. Richardson & Boyn- 
ton Co., New York City. 
Etna—Furnaces. L. J. Mueller Furnace 
Co., Milwaukee, Wis. 
Evansway — Furnaces. 
Corp., Moline, IIls. 
Everdur—Plates, Sheets. American Brass 
Co., Waterbury, Conn. 
Everhot—Furnaces. Pacific Gas Radia- 
tor Co., Huntington Park, Cal. 
Everhot—Torches. Everhot Mfg. 
Maywood, IIls. 
Evrtite—Furnaces. Richardson & Boyn- 
ton Co., New York City. 
Excelsior — Furnaces. Excelsior 
Furnace Co., Chicago, Ills. 
Excelsior—Machines, Tools. Excelsior 
Tool & Machine Co., East St. Louis, 
Ills. 


Products 


Midland Fur- 


Co., 


George Evans 


Co., 


Steel 


F 


Fabrikated—Grilles, Registers. Indepen- 
dent Register & Mfg. Co., Cleve- 
land, O. 

Fairbanks—Stokers. Fairbanks, Morse & 
Co., Chicago, Ils. 
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Fairweather—Blowers, Units, Washers. 
Lakeside Co., Hermansville, Mich. 

Falco—Sheets. Fairmont Aluminum Co., 
Fairmont, W. Va. 

Falstrom—Blowers, Fans, Ventilators. 
Falstrom Co., Passaic, N. J. 

Famous—Floor Furnaces. Eagle Foun- 
dry Co., Belleville, Ills. 

Fan-Fire—Heaters. Pryne & Co., Inc., 
Los Angeles, Cal. 

Fanner—Regulators. Fanner Mfg. Co., 
Cleveland, O. 

FarQuar—Furnaces. Farquar Furnace 
Co., Wilmington, O. 

Farris—Furnaces. Farris Furnace Co., 
Springfield, IIl. 

Favorite—Dampers, Furnaces. William- 
son Heater Co., Cincinnati, O. 
Favorite—Furnaces, Heaters. Favorite 
Stove & Range Co., Piqua, O. 
Ferrobord—Roofing. Berger Mfg. Co., 

Canton, .O. 

Ferroclad—lInsulation. Berger Mfg. Co., 
Canton, O. 

Ferrocraft—Grilles, Registers. Tuttle & 
Bailey Mfg. Co., Brooklyn, N. Y. 
Ferrodeck—Roofing. Berger Mfg. Co., 

Canton, O. 

Ferroplate—Roofing. Berger Mfg. Co., 
Canton, O. 

Ferrosteel—Registers. Tuttle & Bailey 
Mfg. Co., Brooklyn, N. Y. 

Fiber Seal—Roof Cement. Thompson 
& Co., Pittsburgh, Pa. 

Fibrofelt—Insulation Union Fibre Co., 
Inc., Winona, Minn. 

Figge—Flashings. Figge Co., Chicago, 
Ills. 

Filtaire—Filter. Filtaire Corp. Mil- 
waukee, Wis. 

Filticooler—Humidifiers. B. F. Sturte- 
vant Co., Hyde Park, Boston, Mass. 

Fire-King—Stokers. Fire-King Stoker 
Co., Indianapolis, Ind. 

Firemaster—Stokers. Firemaster Stoker 
Co., Salt Lake City, Utah. 

Fireside—Furnaces. R. J. Schwab & 
Sons Co., Milwaukee, Wis. 

Firma—Ventilators. S. F. Hirschman 
Co., Inc., Buffalo, N. Y. 

Fisher—Furnace Fans. Fisher Air Cir- 
culator Co., Inc., Baraboo, Wis. 

Fisher—Regulators, Valves. Fisher Gov- 
ernor Co., Marshalltown, Iowa. 

Fitrite—Leader Straps. Rival Strap 
Corp., New York City. 

Fitrite—Skylight Gearing, Snow Guards, 
Strainers. David Levow, New York 
City. 

Flexzinc—Sheets. New Jersey Zinc Co., 
New York City. 

Floral City—Furnaces, Heaters, Floral 
City Heater Co., Monroe, Mich. 
Florence—Furnaces, Heaters. C. Emrich 

Co., Columbus, O. 

Florence—Oil Burners, Cabinet Heaters. 
Florence Stove Co., Gardner, Mass. 

Fluid Heat—Oil Burners. Anchor Post 
Fence Co., Baltimore, Md. 

Follansbee Forge — Sheets. Follansbee 
Brothers Co., Pittsburgh, Pa. 

Forbes Blaze Master—Furnaces. Tubu- 
lar Heating & Ventilating Co., Phila- 
delphia, Pa. 

Forbes Syphonaire—Ventilators. West- 
ern Rotary Ventilator Co., Inc., Los 
Angeles, Cal. 

Forbes Tri-Peller—Fans. Western Ro- 
tary Ventilator Co. Inc., Los An- 
geles, Cal. 

Forct-Air—Blowers, Fans, Humidifiers. 
Forct-Air Co., Rockford, Ills. 

Fosco—Cornices, Skylights. F. O. Schoe- 
dinger Co., Columbus, O. 

Fosco-Quad Lock—Metal Ceilings. F. O. 
Schoedinger Co., Columbus, O. 
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Fowler—Oil Burners. Fowler Oil Burn- 
er Co., Worcester, Mass. 

Fox—Furnaces. Fox Furnace Co., Ely- 
ria, O: 

Franklin—Furnaces. Portland Stove 
Foundry Co., Portland, Maine. 

Franklin—Gas Burners. Franklin Gas 
Appliance Co., Cincinnati, O. 

Franklin—Stokers. Columbus Metal 
Products, Inc., Columbus, O. 

Fraser—Furnaces. Fraser Furnace Co., 
Stockton, Cal. 

Freeman—Stokers. Freeman Stoker & 
Engineering Co., Chicago, IIls. 

Front Rank—Furnaces, Heaters. Lang- 
enberg Mfg. Co., St. Louis, Mo. 

Fuel Saver—Stokers. Fuel Savers, Inc., 
Harrisburg, Pa. 

Furblow—Blowers, Fans. Lakeside Co., 
Hermansville, Mich. 

Furnace Boy—Stokers. Furnace Boy 
Stoker Co., Baker, Ore. 

Fuzon—Welders. Fusion Welding Corp., 
Chicago, Ills. 

Fyre-Ard—Fire Doors. Richmond Fire- 
proof Door Co., Richmond, Ind. 


G 


G & B—Oil Burners. Gilbert & Barker 
Mfg. Co., Springfield, Mass. 

G-E—Controls, Motors, Oil Burning Fur- 
naces. General Electric Co., Schen- 
ectady, N. Y. 

G & M—Stokers. Gray & Murdock Co., 
Salt Lake City, Utah. 

Galvannealed—Sheets. Superior Sheet 
Steel Co., Canton, O. 

Gammeter—Air Conditioning Register 
Shields. W. F. Gammeter Co., Cadiz, 
O 


Garden City—Blowers, Fans. Garden City 
Fan Co., Chicago, IIls. 

Garland — Furnaces. Detroit - Michigan 
Stove Co., Detroit, Mich. 

Gar-Wood—Oil Burners, Furnaces. Wood 
Hydraulic Hoist & Body Co., Detroit, 
Mich. 

Gas Era—Furnaces. L. J. Mueller Fur- 
nace Co., Milwaukee, Wis. 

Gas Master—Burners. Lennox Furnace 
Co., Inc., Marshalltown, Iowa. 

Gem—Furnaces. Robinson Furnace Co., 
Chicago, IIls. 

Gem—Radiator Shields. Beh & Co., Inc., 
New York City. 

Gem—Soldering Furnaces. Burgess Sol- 
dering Furnace Co., Columbus, O. 
Gemaco—Blowers, Humidifiers, Wash- 
ers. General Machinery Co., Spo- 

kane, Wash. 

Genasco—Roofing. Barber Asphalt Co., 
Philadelphia, Pa. 

General—Humidifiers. General Humidi- 
fier Co., Rochester, N. Y. 

Genii—Oil Burners. Nu-Way Corp., 
Rock Island, IIls. 

Gilt Edge—Furnaces. Schwab Furnace 
& Mfg. Co., Cedar Grove, Wis. 

Gilt Edge—Furnaces. R. J. Schwab & 
Sons Co., Milwaukee, Wis. 

Gimco—Insulation. General Insulating & 
Mfg Co., Alexandria, Ind. 

Glenwood—Furnaces. Glenwood Range 
Co., Taunton, Mass. 

Globe—Ceilings, Cornices, Skylights, etc. 
Globe Iron Roofing & Corrugating 
Co., Cincinnati, O. 

Globe—Ventilators. Globe Ventilator Co., 
Troy N. Y. 

Globe Brand—Sheets. Newport Rolling 
Mill Co., Newport, Ky. 

Gohi—Sheets. Newport Rolling Mill Co., 
Newport, Ky. 

Golden Rod—Blowers, Humidifiers. F. 
Jaden Mfg. Co., Hastings, Nebr. 
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Golden Star—Furnaces, sheets. J. M. & 
L. A. Osborn Co., Cleveland, O. 
Gold Seal—Regulators. Gold Seal Fur- 

nace Co., Minneapolis, Minn. 

Grand—Furnaces. Cleveland Cooperative 
Stove Co., Cleveland, O. 

Grand Rapids—Furnace Vacuum Clean- 
ers. Grand Rapids Furnace Cleaner 
Co., Grand Rapids, Mich. 

Granite City—Roofing, Sheets. Granite 
City Steel Co., Granite City, Ills. 
Grant—Oil Burners. Grant Oil Burner 

Corp,. New York City. 

Great Western— Stokers. Automatic 
Stoker Corp., Indianapolis, Ind. 

Green—Furnaces. Green Foundry & 
Furnace Works, Des Moines, Iowa. 

Griptite—Acid Brushes. Cleveland Acid 
Swab Co., Lakewood, O. 

Gwynn—Gas Burners. Swindell Dressler 
Corp., Pittsburgh, Pa. 


H 


H & C—Regulators, Ventilators. Hart & 
Cooley Mfg. Co., Chicago, Ills. 

H & C Federal—Chain, Dampers, Pul- 
leys. Hart & Cooley Mfg. Co., Chi- 
cago, Ills. 

H & C Highton—Grilles, Louvres. Hart 
& Cooley Mfg. Co., Chicago, Ills. 

H & C No-Flex—Cold Air Faces. Hart 
& Cooley Mfg. Co., Chicago, Ills. 

H & H—Stokers. Holcombe & Hoke 
Mfg. Co., Indianapolis, Ind. 

H & K—Perforated Metals. Harrington 
& King Perforating Co., Chicago, 
Ills. 

Hamilton—Stokers. Hamilton Automa- 
tic Stoker Corp., Hamilton, O. 

Handy—Brushes. Pilley Packing & Flue 
Brush Mfg. Co., St. Louis, Mo. 

Handy—Furnace Pipe and Fittings. F. 
Meyer & Bro. Co., Peoria, Ills. 

Hannon—Stokers. Murray-Ohio Mfg. 
Co., Cleveland, O. 

Hardinge—Oil Burners. Hardinge Oil 
Burner Co., Chicago, IIs. 

Hardvein—Roofing Slate. Chapman Slate 
Co., Bethlehem, Pa. 

Harold—Blowers, Fans, Furnaces. Har- 
old Furnace Mfg. Co., Spokane, 
Wash. 

Harris—Furnaces. Pacific Gas Appliance 
Co., Oakland, Cal. 

Hart—Furnaces, Heaters. Hart Mfg. 
Co., Louisville, Ky. 

Hart-Aeroflame—Oil Burners. Hart Oil 
Burner Corp., Peoria, Ills. 

Hawks Line—Radiators. Hugo Mfg. Co., 
Duluth, Minn. 

Hays—Draft Gages, Regulators. Hays 
Corp., Michigan City, Ind. 

Health Air—Blowers, Fans, Furnaces. 
Economy Baler Co. Ann Arbor, 
Mich. 

Healthifier — Humidifiers. Williamson 
Heater Co., Cincinnati, O. 

Health-O-Mist—Humidifiers. Health-O- 
ng Humidifier Mfg. Co., Columbus, 

is. 

Heatmaster—Furnaces. Surface Combus- 
tion Corp., Toledo, O. 

Heat-O — Furnaces. Heating Systems 
Mfg. Corp., Joliet, Ills. 

Heat-O-Boosters—Blowers, Fans. Heat- 
ing Systems Mfg. Corp., Joliet, Ills. 

Heatrola—Heaters. Estate Stove Co., 
Hamilton, O. 

Heatset—Regulators. Automatic Humid- 
ifiers Co., Cedar Falls, Iowa. 

Heetrozone — Humidifiers. Heetrozone 
Co., Minneapolis, Minn. 

Heil — Oil Burners. Combustion Oil 
Burner Co., Milwaukee, Wis. 

Herco—Oil Burners. Herco Oil Burner 
Co., Lancaster, Pa. 


Ho. 
Ho 
Ho 
Ho 
Ho 
Ho 
Ho 
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Hot 
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Hercules — Roof Ventilators. 
Bros. Co., Philadelphia, Pa. 

Hero—Furnaces. Standard Foundry & 
Furnace Co., De Kalb, Ills. 

Hesco—Smoke Pipe Connector. Hess 
Warming & Ventilating Co., Chi- 
cago, Ills. 

Hess—Blowers, Fans, Furnaces, Humidi- 
fiers. Hess Warming & Ventilating 
Co., Chicago, Ills. 

Hi-Art—Metal Ceilings. W. F. Norman 
Sheet Metal Mfg. Co., Nevada, Mo. 


Berger 


Highway—Sheets. Apollo Steel Co., 
Apollo, Pa. 
Hoffman—Oil Burners. J. E. Porter 


Corp., Ottawa, Ills. 
Holland—Furnaces. Holland Furnace Co., 
Holland, Mich. 

Holly—Furnaces. Foss Heating & Sheet 
Metal Co., Pasadena, Cal. 
Holtite — Screws. Continental Wood 
Screw Co., New Bedford, Mass. 
Homaker—Furnaces. Williamson Heater 

Co., Cincinnati, O. 


Home—Blowers, Furnaces. Home Fur- 
nace Co., Holland Mich. 
Home Comfort—Furnaces. St. Louis 


Heating Co., St. Louis, Mo. 
Home _ Standard— Blowers, Furnaces. 
Home Furnace Co., Holland, Mich. 
Horn—Heat Resisting Paint. A. C. Horn 
Co., Long Island City, N. Y. 
Hot-Kold — Air Conditioning Furnaces. 
Edwards Mfg. Co., Cincinnati, O. 
Hot Spot— Welders. Acme Electric 
Welder Co., Huntington Park, Cal. 
Hotstuf—Roofers’ Equipment. Mohawk 
~~ Heater Co., Schenectady, 


i al 

Household — Furnaces. White-Warner 
Co., Taunton, Mass. 

Hoyt—Conductor, Eaves Trough and 
Gutter Fittings, Roofing, Solder. Na- 
tional Lead Co., New York City. 

Huber—Stokers. Flynn & Emrich Co., 
Baltimore, Md. 

Hudson—Blowers, Fans, Ventilators. H. 
D. Hudson Mfg. Co., Minneapolis, 
Minn. 

Humid-a-Stat—Humidifiers. Clarm Me- 
chanical Devices Co., Lima, O. 

Humidifilter—Humidifiers. B. F. Sturte- 
vant Co., Hyde Park, Boston, Mass. 


Humidrip—Humidifiers. Automatic Hu- 
midifier Co., Cedar Falls, Iowa. 
Humitrol—Regulators. Lewis Air Con- 


ditioners, Inc., Minneapolis, Minn. 
Hummer—Furnaces. Schwab Furnace & 
Mfg. Co., Cedar Grove, Wis. 
Hussey — Conductor Pipe, Fittings, 
Sheets. C. G. Hussey & Co., Pitts- 
burgh, Pa. 
Hyder— Smoke Pipe Fittings. 
Furnace Co., Tacoma, Wash. 
Hyro—Dampers, Punches. Parker-Kalon 
Corp., New York City. 


I 


IXL—Washers. Lakeside Co., Hermans- 
ville, Mich. 

Ideal—Economizers. Oil Reduction Co., 
Chicago, IIls. 

Ideal—Furnaces. Ideal Furnace Co., De- 
troit, Mich. 

Igair—Fans. Ilg Electric Ventilating 
Co., Chicago, Ills. 

Illini—Heaters. Mt. Vernon Furnace & 
Mfg. Co., Mt. Vernon, Ilis. 

Illinois—Stokers. Illinois Stoker Co., Al- 
ton, Ills. 

Imperial—Eaves Trough Hangers. Ohio 
Wire Products Co., Dover, O. 

Imperial—Torches, Gas Valves. Imperial 
Brass Mfg. Co., Chicago, IIls. 

In-Cel-Wood—Insulation. Cornell Wood 
Products Co., Chicago, Ills. 


Hyder 
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Independence—Furnaces. Independence 
Stove & Furnace Co., Independence, 
Mo. 

Independent — Registers. Independent 
Register & Mfg. Co., Cleveland, O. 

Ingle — Furnaces, Heaters. Ingle Mfg. 
Co., San Diego, Cal. 

Ingle-Valjean—Oil Burners. Ingle Mfg. 
Co., San Diego, Cal. 

Inland—Plates, Sheets. Inland Steel Co., 
Chicago, Ills. 

Interlock—Conductor Pipe and Fittings. 
Milcor Steel Co., Milwaukee, Wis. 
International—Registers. U. S. Register 
Co., Battle Creek, Mich. 
Invisible Joint—Metal Ceilings. 

Steel Co., Milwaukee, Wis. 

Iona—Ventilators. Iona Ventilator Co., 
Inc., Philadelphia, Pa. 

Iowa—Furnaces. Iowa Foundry 
Sioux City, Iowa. 

Iron Fireman—Stokers. Iron Fireman 
Mfg. Co., Cleveland, O. 

Ironton—Gas Burners, Cabinet Heaters. 
Continental Stove Corp., Ironton, O. 


J 


JJ Multifeed — Stokers. Johnston-Jenn- 
ings Co., Cleveland, O. , 
J & L—Plates, Sheets. Jones & Laugh- 
lin Steel Corp., Pittsburgh, Pa. 
J-M—lInsulation, Shingles, etc. Johns- 
Manville, New York City. 
Jaden—Humidifiers. F. Jaden Mfg. Co., 
Hastings, Nebr. 
Janitrol—Gas Burners. Surface Combus- 
tion Corp., Toledo, O. 
Jewel—Furnaces. Detroit- Michigan Stove 
Co., Detroit, Mich. 
Jewell—Regulators. Minneapolis-Honey- 


Milcor 


Co., 


well Regulator Co., Minneapolis, 
Minn. 
Jiffy-Bilt — Portable Garages. Martin 


Sheet Products Co., Mansfield, O. 
Johnson—Gas Burners, Soldering Fur- 
naces, Torches. Johnson Gas Appli- 
ance Co., Grand Rapids, Mich. 
Johnson—Temperature Regulators. John- 
son Service Co., Milwaukee, Wis. 
Johnson Rotary—Oil Burners. S. T. 
Johnson Co., Oakland, Cal. 
Johnston—Oil Burners. Johnston Mfg. 
Co., Minneapolis, Minn. 
Jones—Registers. U. S. Register Co., 
Battle Creek, Mich. 
Jones — Stokers. Riley Stoker 
Worcester, Mass. 
Jones-National—Registers. U. S. Regis- 
ter Co., Battle Creek, Mich. 
Jordan— Dampers, Fans, Ventilators. 
Paul R. Jordan & Co., Indianapolis, 
Ind. 
June Aire Space Kool—Room Cooler. 
American Foundry & Furnace Co., 
Bloomington, IIIs. 


K 


Kant Krush—Roof Strainers. Grand Rap- 
ids Wire Products Co., Grand Rap- 
ids, Mich. 

Kentucky—Sheets. Newport Rolling Mill 
Co., Newport, Ky. 

Ke-Ro-Co—Furnaces, Heaters. 
Co Heater Co., Oakland, Cal. 

Kester—Solder. Kester Solder Co., Chi- 
cago, Ills. 

Keystone — Sheets. 


Corp., 


Ke-Ro- 


American Sheet & 


Tin Plate Co., Pittsburgh, Pa. 
Kinco—Fire Doors. 
Columbus, O. 
King—Blowers, Fans, Ventilators. King 
Ventilating Co., Owatonna, Mich. 
Klauer—Roofing, Sheets. 

Co., Dubuque, Iowa. 


Kinnear Mfg. Co., 


Klauer Mfg. 
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Kleenaire—Filters, Louvres, Air Wash- 
ers. Kleenaire Filter Co., Stevens 
Point, Wis. 

Kleen-Heat—Oil Burners. 
Co., Chicago, IIIs. 

Kleen-Heat—Stokers. Bluffton Mfg. Co., 
Findlay, O. 

Klein—Furnaces, Fittings. 
Co., Philadelphia, Pa. 

Kno-Leak—Cement. Technical Products 
Co., Pittsburgh, Pa. 

Knox Everlasting—Smoke Pipe and Fit- 
tings. Waterloo Register Co., Wa- 
terloo, Iowa. 

Kohler—Stove Pipe Cutters. Kohler Mfg. 
Co., Pittsburgh, Pa. 

Kolor-Kote—Cement. Ohmlac Paint & 
Refining Co., Chicago, IIls. 

Kompak—Air Filters. Independent Air 
Filter Co., Chicago, Ills. 

Kool-A-Room — Room Coolers. Stand- 
ard Engineering Works, St. Louis, 
Mo. 

Kooler-Aire—Blowers, Washers. United 
States Blower & Heater Corp., Min- 
neapolis, Minn. 

Koons—Blowers, Furnaces. Koons Fur- 
nace Co., Danville, Ills. 

Korectaire—Air Conditioning Unit, Watt 
Mfg. Co., Sterling, Ills. 

Kruse—Furnaces. Kruse Co., Indianapo- 
lis, Ind. 

Kuehn’s—Metal Lath. Milcor Steel Co., 
Milwaukee, Wis. 

KuPe—Skylights, Stage Ventilators. Au- 
gust Kuhnla, Inc., Brooklyn, N. Y. 
Kwik-Lok—Smoke Pipe and Fittings, 
Furnace Pipe Accessories. Berg- 

strom Mfg. Co., Neenah, Wis. 


L 


Laco—Oil Burners. Laco Oil Burner Co., 
Griswold, Iowa. 
Lakeside—Blowers, Fans. 
Hermansville, Mich. 
Lamedge—Pipe Fittings. Lamneck Prod- 
ucts, Inc., Columbus, O. 
Lamneck—Dampers, Registers, Ventila- 
tors. Lamneck Products, Inc., Co- 
lumbus, O. 
Lansing—Furnaces. Dail Steel Products 
Co., Lansing, Mich. 
Lastik—Cement, Paint. Lastik Products 
Co., Inc., Pittsburgh, Pa. 
Lau— Blowers, Humidifiers, Washers. 
Lau Heating Service, Inc., Dayton, O. 
Laurel — Furnaces. Detroit-Michigan 
Stove Co., Detroit, Mich. 
Lawson — Cabinet Heaters. 
Stove Corp., Ironton, O. 
Leadclad—Roofing. Wheeling Metal & 
Mfg. Co., Wheeling, W. Va. 
Lead Head-— Roofing Nails. 
eee Nail Co., 
Ils. 
Lead-Seal—Roofing Nails. Deniston Co., 
Chicago, IIls. 
Leadtex — Roofing. Revere Copper 
Brass, Inc., New York City. 
Leahy—Gas and Oil Burners. Leahy Mfg. 
Co., Los Angeles, Cal. 

Led-Hed—Copper Nails. 
Chicago, Ills. 

Lee—Furnaces. Lee Heating Systems, 
Pittsburgh, Pa. 

Lee—Skylights, Ventilators. Thomas Lee 

Son Co., Cincinnati, O. 

Leffel — Stokers. James Leffel 
Springfield, O. 

Lenk—Torches. Lenk Mfg. Co., Newton 
Lower Falls, Mass. 

Lennox—Dampers, Furnaces, Regulators. 
Lennox Furnace Co., Inc., Marshall- 
town, Iowa. 

Levelometer—Gages. Liquidometer Corp., 
Long Island City, N. Y. 


Kleen-Heat 


Klein Stove 


Lakeside Co., 


Continental 


Dickson 
Evanston, 


& 


Deniston Co., 


Co., 
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Lewis — Humidifiers. Lewis Air Condi- 
tioners, Inc., Minneapolis, Minn. 
Liberty—Cement, Paint. Carter Paint 
Co., Liberty, Ind. 

Liberty—Furnaces. Liberty Foundry Co., 
St. Louis, Mo. 

Liberty—Registers. U. S. Register Co., 
Battle Creek, Mich. 

Linofelt—Insulation. Union Fibre Co., 
Inc., Winona, Minn. 

Linojap—Paint Oil. Thompson & Co., 
Pittsburgh, Pa. 

Linseal—Cement. Buckeye Products Co., 
Cincinnati, O. 

Lith—Insulation. Union Fibre Co., Inc., 
Winona, Minn. 
Little Blacksmith—Punches. J. F. Kidder 
Mfg. Co., Inc., Burlington, Vt. 
Little Dandy—Rubbish Burners. Bur- 
mester Gas Furnace Mfg. Co., 
Omaha, Nebr. 

Littleford—Roofers’ Equipment. Little- 
ford Bros., Cincinnati, O. 

Little Janitor—Regulators. Tillery’s Lit- 
tle Janitor Clock Co., Newark, N. J. 

London—Furnaces. London Furnace Co., 
London, O. 

London Giant — Heaters. London Fur- 
nace Co., London, O. 

Lynn—Oil Burners. Lynn Products Co., 
Lynn, Mass. 

Lyonore—Sheets. Lyon, Conklin & Co., 
Inc., Baltimore, Md. 


M 


MDN—Furnaces. Andes Range & Fur- 
nace Corp., Geneva, N. Y. 

M E—Blowers, Fans. New York Blower 
Co., Chicago, Ills. 

M. W.—Furnaces. Motor Wheel Corp., 
Lansing, Mich. 

McClave - Brooks — Stokers. McClave - 
Brooks Co., Scranton, Pa. 

McLaughlin — Furnaces. McLaughlin 
Sheet Metal Works, Sacramento, Cal. 

Mcllvaine — Oil Burners. Mcllvaine 
Burner Corp., Evanston, Jills. 

Magic — School Room Heaters. Hart 
Mfg. Co., Louisville, Ky. 

Magic Service — Furnaces. Somerville 
Stove Works, Somerville, N. J. 
Mahrvel—Shut-off Valves. Mahr Mig. 

Co., Minneapolis, Minn. 

Majestic—Furnaces. Majestic Co., Hunt- 
ington, Ind. 

Majestic—Skylights. W. A. Fingles, Inc., 
Baltimore, Md. 

Majestic — Wall Flashings. Majestic 
Flashing Co., Baltimore, Md. 

Major — Heaters. Eagle Foundry Co., 
Belleville, Ills. 

Maple City—Furnaces. Maple City Fur- 
nace Co., Monmouth, IIls. 

Marathon—Heaters. Eagle Foundry Co., 
Belleville, Ills. 

Marion Big Chief—Stokers. Marion Ma- 
chine, Foundry & Supply Co., 
Marion, Ind. 

Marsh — Wood Faces, Grilles. Marsh 
Lumber Co., Dover, O. 

Marshall—Blowers, Fans, Furnaces. Mar- 
shall Furnace Co., Marshall, Mich. 

Marshalltown—Furnaces. Midland Fur- 
nace Co., Columbus, O. 

Marshalltown — Shears. Marshalltown 
Mfg. Co., Marshalltown, Iowa. 

Martens—Cistern Filters. Fort Wayne 
Filter Co., Fort Wayne, Ind. 

Massachusetts—Blowers. Bishop & Bab- 
cock Sales Co., Cleveland, O. 

Master—Fans, Motors. Master Electric 
Co., Dayton, O. 

Master—Heat Regulators. White Mfg. 
Co., St. Paul, Minn. 

Matot — Slate Roofing. H. A. Matot, 
Poultney, Vt. 
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May — Oil Burners. May Oil Burner 
Corp., Baltimore, Md. 

Mayflower—Oil Burners. Mayflower Oil 
Burner Corp., West New York, N. J. 

Mazda — Heaters. Eagle Foundry Co., 
Belleville, Ills. 

Mechanical Fireman—Stokers. Mechan- 
ical Stoker Corp., Canton, O. 

Meier Nu-Air—Fans. Meier Electric & 
Machine Co., Indianapolis, Ind. 

Mellott—Furnaces. Mellott Furnace Co., 
Inc., Pittsburgh, Pa. 

Mercoid—Controls, Regulators. Detroit 
Lubricator Co., Detroit, Mich. 

Mercoid—Controls, Regulators. Mercoid 
Corp., Chicago, Ills. 

Metalute — Paint. Technical Products 
Co., Pittsburgh, Pa. 

Meteor—Furnaces. Thatcher Co., New- 
ark, N. J. 

Mettowee Stone—Slate Roofing. Vendor 
Slate Co., Easton, Pa. 

Meurer — Shingles and Tile. Downs- 
Smith Brass & Copper Co., Long 
Island City, N. Y. 

Meyer—Blowers, Furnaces. Meyer Fur- 
nace Co., Peoria, IIls. 

Meyers—Furnaces. Meyers Fuel Saver 
Co., Inc., Janesville, Wis. 

Micro-Vernier—Valves. Hauck Mig. Co., 
Brooklyn, N. Y. 

Microweld — Welders. Micro Products 
Co., Peoria, Ills. 

Midland — Furnaces. Midland Furnace 
Co., Columbus, O. 

Midwest—Filters. American Air Filter 
Co., Inc., Louisville, Ky. 

Mid-West — Furnaces. Meyer Furnace 
Co., Peoria, Ills. 

Mid-West—Oil Burners. Silent Glow Oil 
Burner Corp., Hartford, Conn. 

Milcor—Dampers, Roofing, Sheets, etc. 
Milcor Steel Co., Milwaukee, Wis. 

Miles—Blowers, Fans. Warm Air Fur- 
nace Fan Co., Cleveland, O. 

Miller — Floor Furnaces. Miller Floor 
Furnace Co., Oakland, Cal. 
Miller Drip-Edge—Roof Edging. Glea- 
son Metal Edge Co., Ceres, N. Y. 
Milwaukee—Filters. Perfex Corp., Mil- 
waukee, Wis. 

Milwaukee — Ventilators. Milcor Steel 
Co., Milwaukee, Wis. 

Minfelt — Isulation. Mineral Felt Co., 
Toledo, O. 

Mission—Registers. U. S. Register Co., 
Battle Creek, Mich. 

Model—Furnaces. Home Stove Co., In- 
dianapolis, Ind. 

Modern—Stokers. Modern Coal Burner 
Co., Chicago, IIls. 








‘Modern — Warm Air Radiator Shields. 


Pentecost & Craft Co., Terre Haute, 
Ind. 

Modern Hearth — Furnaces. Thompson 
Mfg. Co., Denver, Colo. 

Modine—Blowers, Unit Heaters. Modine 
Mfg. Co., Racine, Wis. 

Mohawk—Roofers’ Equipment. Mohawk 
Asphalt Heater Co., Schenectady, 
N. Y. 

Monarch — Weather Strips. Monarch 
Metal Weatherstrip Corp., St. Louis, 
Mo. 

Moncrief—Blowers, Louvres, Air Wash- 
ers. Moncrief Furnace Co., Atlanta, 
Ga. 

Moncrief — Blowers, Regulators, Fur- 
naces. Henry Furnace & Foundry 
Co., Cleveland, O. 

Moncrief-Sphinx—Gas Burners. Henry 
Furnace & Foundry Co., Cleveland, 


Monson- Maine — Slate Roofing. Rising 
& Nelson Slate Co., West Pawlet, Vt. 

Montag — Furnaces. Montag Stove & 
Furnace Works, Portland, Ore. 
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Moore — Furnaces, Heaters. Moore 
Brothers Co., Joliet, Ills. 

Moto-Air — Humidifiers. Standard En- 
gineering Works, St. Louis, Mo. 

Moto-Fan—Blowers. Standard Engineer- 
ing Works, St. Louis, Mo. 

Moto-Heat—QOil Burners. Standard En- 
gineering Works, St. Louis, Mo. 

Motorstokor — Stokers. Motor Stokor 
Corp., New York City. 

Moto-Wash—Humidifiers. Standard En- 
gineering Works, St. Louis, Mo. 

Mountainaire—Filters. Burgess Battery 
Co., New York City. 

Mueller—Furnaces. L. J. Mueller Fur- 
nace Co., Milwaukee, Wis. 

Multi-Panel—Filters. American Air Fil- 
ter Co., Inc., Louisville, Ky. 

Multi V—Roofing. Braden Mfg. Co., 
Terre Haute, Ind. 

Multivane—Fans. B. F. Sturtevant Co., 
Boston, Mass. 

Murex—Welding Rods. Metal & Ther- 
mit, New York City. 


N 


N.J.Z.—Roofing. New Jersey Zinc Co, 
New York City. 

National—Copper Roofing, Sheets. Na- 
tional Brass & Copper Co., Lisbon, O. 

National — Furnace Vacuum Cleaners. 
National Super Service Co., Toledo, 





National—Furnaces. P. H. MaGirl Foun- 
dry & Furnace Works, Bloomington, 
Ills. 

National—Registers. U. S. Register Co., 
Battle Creek, Mich. 

National—Tinner’s Red. Ohio Varnish 
Co., Cleveland, O. 

National Success — Furnaces. Midland 
Furnace Co., Columbus, O. 

Neal—Furnaces. Neal & Co., Warren, Pa. 

Nelson — Stokers. Heating Assurance, 
Inc., Spokane, Wash. 

Nesbit—Furnaces. Standard Furnace & 
Supply Co., Oamaha, Nebr. 

Nesbit Standard — Furnaces. Standard 
Furnace & Supply Co., Omaha, Nebr. 

Newark Hot Blast—Furnaces. May-Fie- 
beger Co., Newark, O. 

New Gibraltar—Furnaces, Heaters. P. H. 
MaGirl Foundry & Furnace Works, 
Bloomington, IIls. 

New Idea—Furnaces. Richardson & 
Boynton Co., New York City. 

New President—Furnaces, Heaters. Mt. 
Vernon Furnace & Mfg. Co., Mt. 
Vernon, Ills. 

Niagara—Furnaces, Heaters. Forest City 
Foundries Co., Cleveland, O. 

Niagara—Metal Workers’ Machinery and 
Tools. Niagara Machine & Tool 
Works, Buffalo, N. Y. 

Nokol— Burners. Petroleum Heat & 
Power Co., Stamford, Conn. 

Non Con Dux—Asbestos Products. Grant 
Wilson, Inc., Chicago, Ills. 

Norfolk—Furnaces. Sioux City Foundry 
& Boiler Co., Sioux City, Iowa. 

Norristown—Asbestos Products. Norris- 
town Magnesia & Asbestos Co., Nor- 
ristown, Pa. 

Northern-Breeze— Room Cooler. Chicago 
Pump Co., Chicago, IIls. 

Northwestern—Furnaces. Western Fur- 
naces, Inc., Tacoma, Wash. 

Novoid—Insulation. Cork Import Corp., 
New York City. 

Novy—Roof Ventilators. Novy Ventila- 
tor Mfg. Co., Muskogee, Okla. 

Nu-Air—Roof Ventilators. Milcor Steel 
Co., Milwaukee, Wis. 

Nu-Alpina — Roof Ventilators. Milcor 
Steel Co., Milwaukee, Wis. 


Ol 
Ov 


Ox 


Pa 
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Pay 
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Nugent—Strainers. Wm. W. Nugent & 
Co., Chicago, Ills. 


O 


Ohio— Eaves Trough Hangers. 
Wire Products Co., Dover, O. 
Oilfyre—Furnaces. Lennox Furnace Co., 
Inc., Marshalltown, Lowa. 
Oil-O-Matic—Oil Burners. Williams Oil- 
O-Matic Heating Corp., Bloomington, 
Ills. 
Olympic — Furnaces. Washington Stove 
Works, Everett, Wash. 
Ovaltube—Oil Burners. Beck Engineer- 
ing Combustion Co., St. Louis, Mo. 
Overland — Furnaces. Boynton Furnace 
Co., New York City. 
Oxweld—Torches, Welding Rods. Linde 
Air Product: Co., New York City. 


P 


Pacific — Furnaces, Heaters, Registers. 
Pacific Gas Radiator Co., Hunting- 
ton Park, Cal. 

Pacific Breeze—Fans. Pryne & Co., Inc., 
Los Angeles, Cal. 

Panama—Registers. U. S. Register Co., 
Battle Creek, Mich. 

Paragon—Fans. American Propeller Co., 
South Bend, Ind. 

Paragon-Kol-Master—Stokers. Paragon 
Kol-Master Corp., Oregon, IIIs. 

Parker-Kalon — Nails, Screws. Parker- 
Kalon Corp., New York City. 

Parkspray — Cooler, Air Conditioner. 
Parks-Cramer Co., Fitchburg, Mass. 

Paroid—Roofing. Bird & Son, Inc., East 
Walpole, Mass. 

Payne—Furnaces, Heaters. Payne Fur- 
nace & Supply Co., Beverly Hills, 
Cal. 

Pecora—Cement. Pecora Paint Co., Phil- 
adelphia, Pa. 

Peerless—Blowers, Fans, Motors. 
less Electric Co., Warren, O. 

Peerless — Blowers, Fans, Ventilators, 
Washers. New York Blower Co., 
Chicago, IIls. 

Peerless—Eaves Trough Hangers. 
bott Mfg. Co., Painesville, O. 

Peerless — Furnaces. Peerless Foundry 
Co., Indianapolis, Ind. 

Pels—Machinery, Tools. Henry Pels & 
Co., Inc., New York City. 

Penco—Ceilings, Fire Doors. Penn Metal 
Co. of Penn, Philadelphia, Pa. 

Penn—Controls, Regulators. Penn Elec- 
tric Switch Co., Des Moines, Iowa. 

Penna—Furnaces. Pennsylvania Furnace 
& Iron Co., Warren, Pa. 

Penn-Mont — Slate Roofing. 
Slate Co., Pen Argyl, Pa. 

Pent Vents—\Ventilators. Bishop & Bab- 
cock Sales Co., Cleveland, O. 

Pep—Furnaces. Williamson Heater Co., 
Cincinnati, O. 

Perfect—Dampers, Furnaces. Richardson 
& Boynton Co., New York City. 
Perfect-Fit— Metal Ceilings. Milcor Steel 

Co., Milwaukee, Wis. 


Ohio 





Peer- 


Ab- 


Structural 


Perfection — Conductor Hangers. Iwan 
Brothers, South Bend, Ind. 
Perfection—Extension Ladders. Berger 
Bros. Co., Philadelphia, Pa. 
Perfection—l'urnaces. Perfection Stove 
Co., Cleveland, O. 
Perfex—Perforated Metals. Harrington 


& King 
Ills. 
Perm-nent—Cement, Paint. Ohmlac Paint 

& Refining Co., Chicago, IIls. 
Petro— Burners, Furnaces. Petroleum 
Heat & Power Co., Stamford, Conn. 
Petrometer — Gages. Petrometer Corp., 
Long Island City, N. Y. 


Perforating Co., Chicago, 
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Pexto — Metal Workers’ Machines & 
Tools. Peck, Stow & Wilcox Co., 


Southington, Conn. 


Pheoll -—— Bolts, Rivets, Screws. Pheoll 
Mig. Co., Chicago, Ills. 

Pilgrim — Heaters, Oil Burners. Silent 
Glow Oil Burner Corp., Hartford, 
Conn. 


Pioneer — Furnaces. Hall-Neal Furnace 
Co., Indianapolis, Ind. 
Pioneer — Furnaces. St. 
Co., St. Louis, Mo. 
Pioneer—Gas Burners. 
Co., Belleville, Ills. 
Pioneer—Regulators. Pioneer Heat Reg- 
ulator Co., Dayton, O. 
Plexiform — Blowers, Fans. Bayley 
Blower Co., Milwaukee, Wis. 
Pneumercator—(Gages. Pneumercator Co., 
Inc., New York City. 
Porcelite—Enameled Shingles and Tile. 
Columbian Enameling & Stamping 
Co., Terre Taute, Ind. 
Portage—Furnaces. Twentieth Century 
Heating & Ventilating Co., Akron, O. 
Porter—QOil Burners. J. E. Porter Corp., 
Ottawa, Ills. 
Porto—Portable Garages. 
Co., Milwaukee, Wis. 
Potter — Radiators. Magic 
Heating Appliances, Inc., 
City, Cal. 
Powers—Regulators. 
Co., Chicago, Ills. 
Premier — Blowers, Furnaces. 
Warm Air Heater Co., 
Mich. 
Premo—Gas Burners. Frantz - Carroll 
Systems, Cleveland, O. 
Prest-O-Lite—Coppers, Torches. Linde 
Air Products Co., New York City. 
Prest-O-Weld—-Torches. Linde Air Prod- 
ucts Co., New York City. 
Prizer Marvel—f*urnaces. Prizer-Painter 
Stove Co., Reading, Pa. 

Prizer Prelium—Furnaces. Prizer- Painter 
Stove Co., Reading, Pa. 
Protection—Torches. Clayton & 

bert Mfg. Co., Detroit, Mich. 
Pryanco — Air Conditioners. Pryne & 
Co., Inc., Los Angeles, Cal. 
Puraire—Blowers, Humidifiers. Frantz- 
Carroll Systems, Cleveland, O. 
Purolator — Strainers. Motor Improve- 
ments, Inc., Newark, N. J. 
Purox—Torches, Welding Rods. Linde 
Air Products Co., New York City. 
Pure Air Heater—Furnaces. Enterprise 
Boiler & Tank Works, Inc., Chicago, 
Ills. 
Pyramid—Furnaces. Forest City Foun- 
dries Co., Cleveland, O. 
Pyramid—Slate Roofing. Structural Slate 
Co., Pen Argyl, Pa. 


Q 


Quaker Burnoil—Cabinet Heaters. Qua- 
ker Mfg. Co., Chicago, Ills. 

Quaker City—Mitres. Berger Bros. Co., 
Philadelphia, Pa. 

Queen—Furnaces. International 


Co.; Utica, N. Y. 


R 


R-S—Oil Burners. R-S Products Corp., 
Philadelphia, Pa. 

Radiant—Furnaces. 
ark, N. J. 

Radiant Home—Furnaces, Stokers. Ger- 
mer Stove Co., Erie, Pa. 

Radiant Ray—Gas Burners. C. W. Park- 
er Co., Inc., Omaha, Nebr. 

Radio—Furnaces. Waterman-\Waterbury 
Co., Minneapolis, Minn. 

Rafter Patent—Brakes. Farrel-Birming- 
ham Co., Inc., Ansonia, Conn. 


Louis Heating 


Eagle Foundry 


Milcor Steel 


Way Gas 
National 


Powers Regulator 


Premier 
Dowagiac, 


Lam- 


Heater 


Thatcher Co., New- 


’ 
So 


Rainbow — Furnaces. Langenberg Mig. 
Co., St. Louis, Mo. 

Ranney—Cistern Filters. 
Co., Maynard, Iowa. 

Ravenna—Furnaces. Ravenna Furnace & 
Heating Co., Ravenna, O. 

Rawl-Anchors—Rawlplug Co., Inc., New 
York City. 

Rawlplugs—Expansion Bolts. 
Co., Inc., New York City. 

Ray—Oil Burners. Ray Oil Burner Co., 
San Francisco, Cal. 

Reading—Plates, Sheets. 
Co., Philadelphia, Pa. 

Red Band—Motors. Howell Electric Mo- 
tor Co., Howell, Mich. 

Redi-Special — Furnaces, Stokers. Gen- 
eral Machinery Co., Spokane, Wash. 

Reed—Filters. American Air Filter Co., 
Inc., Louisville, Ky. 

Reeves—Pipe, Fittings, Sheets. 
Mfg. Co., Dover, O. 

Reif-Rexoil — Oil Burners. 
Inc., Buffalo, N. Y. 

Reliance— Motors. Reliance Electric & 
Engineering Co., Cleveland, O. 

Reliance — Registers, Grilles. Reliance 
Mfg. Co., Pittsburgh, Pa. 

Remington —Qil Burners. Remington 
Keystone Mfg. Co., Ridley Park, Pa. 

Re-Nu—Filters. American Air Filter Co., 
Inc., Louisville, Ky. 

Republic—Sheets. Republic Steel Corp., 
Youngstown, O. 

Revere — Plates, Sheets, Tubes. 
Copper & Brass, Inc., New 
City. 

Rex—Cistern Filters. Fort Wayne Filter 
Co., Fort Wayne, Ind. 

Rex—Furnaces. Calkins & Pearce, Co- 
lumbus, O. 

Rezisto—Sheets. Crucible Steel Co. of 
America, New York City. 

Reznor — Furnaces. Reznor 
Mercer, Pa. 

Ribbed - Ridge — Roofing. Hall Metal 
Products Co., Torrance, Cal. 
Riddell — Stokers. Riddell Stoker 

Baltimore, Md. 

Ridler — Humidifiers. Air Conditioning 
Equipment Corp., Minneapolis, Minn. 

Risdon — Stokers. Risdon Sales Corp., 
Seattle, Wash. 

Rival — Furnaces. Ravenna 
Heating Co., Ravenna, O. 

Rival—Hangers. Berger Bros. Co., Phil- 
adelphia, Pa. 

Rival—Leader Straps. Rival Strap Corp., 
New York City. 

Riverside—l'urnaces. Rock Island Stove 
Co., Rock Island, Ills. 


Ranney Filter 


Rawlplug 


Reading Iron 





Reeves 


Reif-Rexoil, 





Revere 


York 


Mig. Co., 


Co., 


Furnace & 


Roan—Furnace Fans. Roan Mfg. Co., 
Racine, Wis. 
Roberts—Gas Burners. Roberts Gordon 


Appliance Corp., Buffalo, N. Y. 
Robertshaw — Regulators. Robertshaw 
Thermostat Co., Youngwood, Pa. 
Robertson—Blowers, Fans, Sheets, Ven- 

tilators. H. H. Robertson Co., Pitts- 
burgh, Pa. 
Robinson—F urnaces. 
Co., Chicago, Ils. 
Robinson—Furnaces. Robinson Heating 
& Ventilating Corp., Massillon, O. 
Robinson — Metal Workers’ Machines. 
New Albany Machine Mfg. Co., New 
Albany, Ind. 
Robinson Everyduty — Fans. Robinson 
Heating & Ventilating Corp., Mas- 
sillon, O. 


Robinson Furnace 


Robot — Stokers. Robot Stoker Mfg. 
Corp., Staten Island, N. Y. 
Rock Island — Registers, Shields. Rock 


Island Register Co., Rock Island, Ills. 
Roper—Furnaces. Geo. D. Roper Corp., 
Rockford, Ills. 
Rotex—Punches. 
Cal. 


M. Bollaert, Oakland, 
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Rotor — Strainers. Austin E. Potter, 
Brooklyn, N. Y. 

Round Oak Moistair—Furnaces, Heaters. 
Round Oak Furnace Co., Dowagiac, 
Mich. 

Royal—Cement, Paint. A. Wilhelm Co., 
Reading, Pa. 

Royal—Furnaces. Hart & Crouse Co., 
Inc., Utica, N. Y. 

Royal—Roof Ventilators. Royal Venti- 
lator Co., Philadelphia, Pa. 

Royal-Aire — Furnaces. Rock Island 
Stove Co., Rock Island, IIls. 

Royalbestos—Cement. A. Wilhelm Co., 
Reading, Pa. 

Rubyfluid—Solder, Soldering Flux. Ruby 
Chemical Co., Columbus, O. 

Rudy—Blowers, Furnaces, Heaters. Rudy 
Furnace Co., Dowagiac, Mich. 

Rudy Bon Air—Air Conditioning Units. 
Rudy Furnace Co., Dowagiac, Mich. 

Rutland — Cement, Paint. Rutland Fire 
Clay Co., Rutland, Vt. 

Ryco — Furnaces. Rybolt Heater Co., 
Ashland, O. 

S 


Salem — Shingles. Johns-Manville, New 
York City. 

Schaefer—Brushes. Schaefer Brush Mfg. 
Co., Milwaukee, Wis. 

Schlegel—Cistern Filters, Ranney Filter 
Co., Maynard, Iowa. 

Schmidt—S oldering Coppers, Flux, 
Torches. Minn-Kota Foundry & 
Mfg. Co., Fargo, N. Dak. 

Schutte — Shut-off Valves. Schutte & 
Koerting Co., Philadelphia, Pa. 

Scientific—Furnaces, Heaters. Scientific 
Heater Co., Cleveland, O. 

Scotchman—Stokers. Scientific Combus- 
tion Laboratories, Cleveland, O. 

Security — Furnaces, Heaters. Security 
Stove & Mfg. Co., Kansas City, Mo. 

Selflock—Smoke and Stove Pipe and Fit- 
tings. Milcor Steel Co., Milwaukee, 
Wis. 

Sensatherm—Regulators. Mercoid Corp., 
Chicago, IIls. 

Seri Vane—Fans. New York Blower Co., 
Chicago, IIls. 

Setab—Shingles. Flint-Kote Co., Boston, 
Mass. 

Shakeproof — Tapping Screws. Shake- 
a? Lock Washer Co., Chicago, 

s. 

Sheer — Controls, Regulators. H. M. 
Sheer Co., Quincy, IIls. 

Shure Fit—Ridge Rolls. Braden Mfg. 
Co., Terre Haute, Ind. 

Shur-Grip—Handles. Parker-Kalon 
Corp., New York City. 

Shur-Lock— Pipe. Berger Bros. Co., 
Philadelphia, Pa. 

Silent—Blowers, Fans. Air Conditioning 
Equipment Corp., Minneapolis, Minn. 

Silentair—Blowers, Humidifiers. A. Gehri 
& Co., Inc., Tacoma, Wash. 

Silentblu—Oil Burners. Beck Engineer- 
ing Combustion Co., St. Letlis, Mo. 

Silent Flame—Oil Burners. Silent Knight 
Oil Burner Co., Marshalltown, Iowa. 

Silent Glow—Oil Burners. Silent Glow 
Oil Burner Corp., Hartford, Conn. 

Silent Knight—Oil Burners. Silent 
Knight Oil Burner Co., Marshall- 
town, Iowa. 

Silentvane—Fans. B. F. Sturtevant Co., 
Boston, Mass. 

Simplex—Humidifiers. Sallada Mfg. Co., 
Inc., Minfieapolis, Minn. 

Simplex—Oil Burners. Simplex Oil Heat- 
ing Corp., New York City. 

Sirocco—Blowers, Fans, Air Washers. 
=_— Blower Corp., Detroit, 

ich. 
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Sixcel—Pipe Covering. Standard Asbes- 
tos Mig. Co., Chicago, Ills. 

Skuttle—Humidifiers. J. L. Skuttle Co., 
Dowagiac, Mich. 

Smokonsumer—Smoke Consumers. Wil- 
liamson Heater Co., Cincinnati, O. 

Solar — Furnaces. Enterprise Foundry 
Co., Belleville, Ills. 

Solar—Furnaces, Stokers. Solar Appli- 
ance Corp., Cleveland, O. 

Sol Hot—Regulators. H. M. Sheer Co., 
Quincy, Ills. 

Solid Comfort—Furnaces. May-Fiebeger 
Co., Newark, O. 

Somers—Filters, Humidifiers. H. J. Som- 
ers, Inc., Detroit, Mich. 

Somerville—Furnaces. Somerville Stove 
Works, Somerville, N. J. 

Sootgo—Soot Destroyer. Moncrief Fur- 
nace Co., Atlanta, Ga. 

Spacekool— Room Cooler. American 
Foundry & Furnace Co., Blooming- 
ton, Ills. 

Spanish—Metal Ceilings and Tile. Mil- 

- cor Steel Co., Milwaukee, Wis. 

Spark—Gas Burners. Hammer Bray Co., 
Ltd., Oakland, Cal. 

Spear — Furnaces, Humidifiers. James 
Spear Stove & Heating Co., Phila- 
delphia, Pa. 

370 Special—Roof Paint. Thompson & 
Co., Pittsburgh, Pa. 

Speco—Soldering Flux. Pfanstiehl Chem- 
ical Co., Waukegan, Ills. 

Spee-Dee-Heet—Blowers, Fans. William- 
son Heater Co., Cincinnati, O. 

Speed Heaters—Unit Heaters. B. F. 
Sturtevant Co., Boston, Mass. 

Sphinx — Furnaces, Humidifiers, Regu- 
lators. C. L. Bryant Corp., Cleve- 
land, O. 

Square Deal—Furnaces. W. W. Merrill, 
Redlands, Cal. 

Square Pot—Furnaces, Heaters. Boyn- 
ton Furnace Co., New York City. 
Stamco—Cement, Pipe Covering. Stand- 

ard Asbestos Mfg. Co., Chicago, Ills. 

Stamco—Conductor Pipe, Metal Work- 
ers’ Machinery. Streine Tool & Mfg. 
Co., New Bremen, O. 

Stamco—Furnace Pipe, Fittings, Repairs. 
Cincinnati Stamping Co., Cincinnati, 


O. 
Standard — Exhaust Heads. Burt Mfg. 
Co., Akron, O. 
Standard—Gas Burners. Standard Heat- 
ing & Radiator Co., Pittsburgh, Pa. 
Standard—Ventilators. Standard Venti- 
lator Co., Lewisburg, Pa. 
Stanley—Metal Workers’ Tools. Stan- 
ley Works, New Britain, Conn. 
Stanocel—Pipe Covering. Standard As- 
bestos Mfg. Co., Chicago, IIls. 
Star—Chain. Turner & Seymour Mfg. 
Co., Torrington, Conn. 
Star—Furnaces. Star Furnace & Foun- 
dry Co., Evansville, Ind. 
Star—Soldering Furnaces. Burgess Sol- 
dering Furnace Co., Columbus, O. 
Stzynew — Blowers, Filters, Washers. 
ew Filter Corp., Rochester, 


Stearns — Registers. Springman Metal 
Specialty Co., Detroit, Mich. 
Steel-made—Radiators. Magic Way Gas 
Heating Appliances, Inc., National 
City, Cal. 
Stefco—Portable Garages.' Stefco Steel 
Co., Michigan City, Ind. 
Sterling — Furnaces. Security Stove & 
Mfg. Co., Kansas City, Mo. 
Stewart—Downspout Protectors. O. S. 
Stewart Co., Cleveland, O. 
Stewart—Furnaces, Heaters. Fuller-War- 
ren Co., Milwaukee, Wis. 
Stil-Blade—Fans. C. A. Stilphen Engi- 
neering & Mfg. Co., Denver, Colo. 
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Stilphen — Humidifiers, Washers. C. A. 
Stilphen Engineering & Mfg. Co., 
Denver, Colo. 

StokerMatic— Stokers. Stoker-Matic 
Corp., Salt Lake City, Utah. 

Stolte—Stokers. Stolte Stoker Corp., In- 
dianapolis, Ind. 

Stonnetexture—Shingles. Creo-Dipt Co., 
Inc., North Tonawanda, N. Y. 

Streamline — Fans, Heaters. Western 
Blower Co., Seattle, Wash. 

Success — Furnaces. Midland Furnace 
Co., Columbus, O. 

Summerheat—Oil Burners. Summerheat 
Corp. of America, Dowagiac, Mich. 

Sunbeam—Furnaces. Fox Furnace Co., 
Elyria, O 

Sunnyaire — Furnaces, Heaters. Texo 
Heater & Mfg. Corp., Covington, Ky. 

Super—Oil Burners, Super Oil Heater 
Co., East Hartford, Conn. 

Super—Solder. Lenk Mfg. Co., Newton 
Lower Falls, Mass. 

Super-Heat—Stokers. Mechanical Stoker 
Corp., Canton, O. 

Super-Metal— Sheets. Superior Sheet 
Steel Co., Canton, O. 

Super Suction—Furnace Vacuum Clean- 
ers. National Super Service Co., To- 
ledo, O. 

Superior—Furnace Pipe and Fittings. F. 
Meyer & Bro. Co., Peoria, Ills. 
Superior—Furnaces. Richardson & Boyn- 

ton Co., New York City. 

Superior—Sheets. Superior Sheet Steel 
Co., Canton, O. 

Supreme—Blowers, Fans. Supreme Heat- 
er & Ventilating Corp., St. Louis, Mo. 

Supreme — Furnaces. Agricola Furnace 
Co., Inc., Gadsden, Ala. 

Supreme—Furnaces. American Furnace 
& Foundry Co., Milan, Mich. 

Supreme—Humidifiers, Valves. Supreme 
Electric Products Corp., Rochester, 


Surety—Furnaces. St. Louis Heating Co., 
St. Louis, Mo. 
Swartwout—Ventilators. Swartwout Co., 
Cleveland, O. 
Swedox—Welding Rods. Central Stee! 
& Wire Co., Chicago, IIls. 
Swift—Torches. Swift Equipment Manu- 
facturers, West Alexandria, O. 
Symentrex—Paint. A. C. Horn Co., Long 
Island City, N. Y. 
Symonds — Grilles, Registers. Symonds 
Register Co., St. Louis, Mo. 


* 


Tafco—Filters. Tuttle Air Filter Co, 
Louisville, Ky. 

Taft—Oil Burners. Taft Oil Burner Co., 
Boston, Mass. 

Target & Arrow—Sheets. N. & G. Tay- 
lor Co., Cumberland, Md. 

Taylor—Stokers. American Engineering 
Co., Philadelphia, Pa. 

Teeple—Regulators. L. R. Teeple Co., 
Portland, Ore. 

Temlock—Insulation. Armstrong Cork & 
Insulation Co., Lancaster, Pa. 

Tennessee—Roofing, Sheets. Tennessee 
Coal, Iron & R. R. Co., Birmingham, 


Ala. 

Thatcher—Furnaces. Thatcher Co., New- 
ark, N. J. : 

Thermair—Fans, Furnaces. New York 
Blower Co., Chicago, Ills. 

Thermo — Furnaces. American Furnace 
Co., St. Louis, Mo. 

Thermold—Cement. Technical Products 
Co., Pittsburgh, Pa. 

Thiele—Furnaces. L. C. Thiele Co., In- 
dianapolis, Ind. 

3-B—Soot Destroyer. Boyer Chemical 
Laboratory Co., Chicago, IIIs. 


Di 
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RALPH STARR ——_—_ 


Vice President 
incharge of Advertising 


General Foods 
Corporation 


“T cannot believe that the 
present enormous budgets 
would have been voted by 
responsible business men 
without such a measuring 
stick as the A. B. C. pro- 
vides. Its foundation marks 
the turning point in adver- 
tising.” 





PHIL L. , on 


Director of Public 
Relations 


Western Electric 
Company 


“Business would never have 
spent millions to buy circu- 
lation by the pile. Accus- 
tomed to purchase copper, 
lumber or lead by an 
accepted unit of measure, 
we asked the same type of 
yardstick for space. The 
A. B. C. gave it to us.” 


0 {hereon 





An Advertisement by 
AUDIT BUREAU OF CIRCULATIONS 





Advertisers, men who direct the 
budgets of great companies . . . 

Men who spend money for space 
in order to promote more profitable 
business... 

Looking back over the active dec- 
ades, they search out the turning 
point in American Advertising, the 
period when the confidence of busi- 
ness was won. 

Independently, they agree on time 
and place. 

It was the discovery of the Yard- 
stick . ... The finding of a unit of 
measure for the value of advertising 
space. A unit as positive, as reliable, 
as the measure for coal or wheat. 


3-4. 


Sixteen years ago a group of adver- 
tisers met with publishers and agen- 
cies in Chicago. To bring order out 
of chaos in circulation claims, they 
founded, on May 20, 1914, the Audit 
Bureau of Circulations. 


In 1914, publication advertising 
totalled about $250,000,000. In 1927, 
year of the latest government report, 
it had reached over a billion dollars. 


That this growth could not have 
come without the A. B. C. is the 
judgment of advertisers themselves. 


Founded at the instance of adver- 
tisers, having advertisers in the 
majority on its Board of Directors, 
the A. B. C. exists to safeguard the 
interests of advertisers. 


For them, it forms the bulwark 
against the chaos that once was ad- 
vertising. It has enabled them to 
buy advertising with confidence. 


In recognition of this service, an 
increasing number of leading adver- 
tisers hold membership today in the 
Audit Bureau of Circulations. 


Executive Offices . . « Chicago 








$8 


370 Special—Roof Paint. Thompson & 
Co., Pittsburgh, Pa. 

Throway—Filters. American Air Filter 
Co., Inc., Louisville, Ky. 

Tierney—\ entilators. Tierney Rotor Ven- 
tilator Co., Toledo, O. 

Timken — Oil Burners. Timken - Silent 
Automatic Co., Detroit, Mich. 

Timken-Airlux — Humidifiers. Timken - 
Silent Automatic Co., Detroit, Mich. 

Titan—Furnaces. Standard Foundry & 
Furnace Co., De Kalb, Ills. 

Titelock — Smoke and Stove Pipe and 
Fittings, Shingles. Milcor Steel Co., 
Milwaukee, Wis. 

Toledo — Machines, Tools. Toledo Ma- 
chine & Tool Co., Toledo, O. 

Toledo—Floor Furnaces. W. H. Jeffery 
Co., Toledo, O. 

Toncan—Sheets. Republic Steel Corp., 
Youngstown, O. 

Toridheet—Oil Burners. Cleveland Steel 
Products Corp., Cleveland, O. 

Tornado — Furnace Vacuum Cleaners. 
Breuer Electric Mfg. Co., Chicago, 
Ills. 

Torpedo — Skylights. Milcor Steel Co., 
Milwaukee, Wis. 

Torrid—Blow Torches. Geo. W. Diener 
Mfg. Co., Chicago, Ills. 

Torrid-Aire—Unit Heaters. United States 
Blower & Heater Corp., Minneapo- 
lis, Minn. 

Torrid Zone—Blowers, Furnaces. Len- 
nox Furnace Co., Inc., Marshalltown, 
lowa. 

Torrington—Fans, Machines. Torrington 
Mig. Co., Torrington, Conn. 

Townley—Furnaces. Independence Stove 
& Foundry Co., Independence, Mo. 

Transite-—Roofing. Johns-Manville, New 
York City. 

Tri-Sli—Dampers. Tuttle & Bailey Mfg. 
Co., Brooklyn, N. Y. 

Triumph Red Head—Gages. Boston Auto 
Gage Co., Pittsfield, Mass. 

Tropolite—Paint. Tropical Paint & Oil 
Co., Cleveland, O. 

True Steel—Furnaces. Midland Furnace 
Co., Columbus, O. 

Trussteel—Faces. U. S. Register Co., 
Battle Creek, Mich. 

Turbine—Fans. Western Blower Co., 
Seattle, Wash. 

Turbo — Humidifiers, Washers. Bayley 
Blower Co., Milwaukee, Wis. 

Turner — Soldering Furnaces, Torches. 
Turner Brass Works, Sycamore, IIls. 

Twodrain—Roofing. Milcor Steel Co., 
Milwaukee, Wis. 

Typhoon—Fans, Coolers. Typhoon Fan 
Co., New York City. 


U 


U.S.—Blowers, Furnaces. U. S. Pressed 
Steel Products Co., Kalamazoo, Mich. 
U. S.—Cistern Filters. U. S. Cistern Fil- 
ter Mig. Co., Bloomington, Ills. 
U.S.— Faces, Registers, Grilles. U. S. 
Register Co., Battle Creek, Mich. 
U.S.S.—Sheets. American Sheet & Tin 
Plate Co., Pittsburgh, Pa. 
Umco—Furnaces. Union Mfg. Co., Inc., 
Boyertown, Pa. 
Uni-Fire — Oil Burners. Uni-Fire Co.., 
Detroit, Mich. 
Unit-Or—Radiators. American Gas Prod- 
ucts Corp., New York City. 
Universal—Furnaces. Cribben & Sexton 
Co., Chicago, Ills. 
Universal — Humidifiers. U. S. Pressed 
Steel Products Co., Kalamazoo, Mich. 
Universal—School Room Heaters. Hart 
Mig. Co., Louisville, Ky. 
Universal—Shingles. Certain-teed Prod- 
ucts Corp., New York City. 
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Universal—Unit Heaters. American 
Blower Corp., Detroit, Mich. 

Uno—Ventilators. Uno Ventilator Co., 
Cliftondale, Mass. 

Unxld — Dampers. Parker-Kalon Corp., 
New York City. 

Upson — Bolts. Republic Steel Corp., 
Youngstown, O. 


V 


Vac-u-Clean — IFurnace Cleaners. Wil- 
liamson Heater Co., Cincinnati, O. 

Vacu - Draft — Regulators. Vacu - Draft 
Corp., Muncie, Ind. 

Vacuna — Furnace Cleaners. Kent Co., 
Inc., Rome, N. Y. 

Vail—Chimney Tops. Vail Mfg. Co., Fort 
Wayne, Ind. 

Vaporaire Deluxe — Furnaces. Holland 
Furnace Co., Holland, Mich. 

Ventura—Fans. American Blower Corp., 
Detroit, Mich. 

Venturafin— Unit Heaters. American 
Blower Corp., Detroit, Mich. 

Vernois — Furnaces, Heaters, etc. Mt. 
Vernon Furnace & Mfg. Co., Mt. 
Vernon, Ills. 

Verson—Brakes, Punches, Presses. All- 
steel Press Co., Chicago, Ills. 

Victor— Blowers, Fans, Ventilators. Vic- 
tor Electric Products, Inc., Cincin- 
nati, O. 

Victor—Brushes. Joseph Lay Co., Port- 
“land, Ind. 

Victor — Furnaces, Heaters. Hall- Neal 
Furnace Co., Indianapolis, Ind. 

Victor—Stokers. Orr & Sembower, Inc., 
Reading, Pa. 

Victoraire — Blowers, Air Conditioning 
Furnaces. Hall-Neal Furnace Co., 
Indianapolis, Ind. 

Victory — Furnaces. Williamson Heater 
Co., Cincinnati, O. 

Victory—Oil Burners. Silent Glow Oil 
Burner Corp., Hartford, Conn. 

alpen. Viking Shear Co., Erie, 

x. 

Viskalt — Roofing. Richardson Roofing 
Co., Boston, Mass. 

Volcano — Ventilators. Iwan Brothers, 
South Bend, Ind. 

Vulcanite—Shingles. Certain-teed Prod- 
ucts Corp., New York City. 


W 


Waffco — Blowers. Warm Air Furnace 
Fan Co., Cleveland, O. 
Wagner—Fans, Motors. Wagner Elec- 
tric Co., St. Louis, Mo. 
Walker—Draft Regulators. Walker Sales 
Corp., St. Joseph, Mo. 
Walker-Wyswa— Oil Burners. Walker 
Sales Corp., St. Joseph, Mo. 
Walworth—Faces, Grilles. Forest City 
Foundries Co., Cleveland, O. 
Ward—Furnaces, Heaters. Mt. Vernon 
Furnace & Mfg. Co., Mt. Vernon, 
Ills. 
Ward — Furnaces and Heaters. Ward 
Heater Co., Ltd., Los Angeles, Cal. 
Warm Friend—Furnaces. Thatcher Co., 
Newark, N. J. 

Washington — Air Conditioning Units. 
Meyer Furnace Co., Peoria, IIIs. 
Watchman—Regulators. Weber Specialty 

Co., Bay City, Mich. 
Water Seal—Roof Cement. Thompson & 
Co., Pittsburgh, Pa. 
Waterbury—Furnaces, Heaters. Water- 
man - Waterbury Co., Minneapolis, 
Minn. 

Waterloo—Furnaces, Registers. Water- 
loo Register Co., Waterloo, Iowa. 
Waterstat—Humidifiers. Clarm Mechan- 

ical Devices Co., Lima, O. 
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Wayne—Oil Burners. Wayne Oil Burner 
Corp., Fort Wayne, Ind. 

Weather Effect — Shingles. Keasbey & 
Mattison Co., Ambler, Pa. 

Weatherator — Air Conditioning Units. 
Premier Warm Air Heater Co., Do- 
wagiac, Mich. 

Weathermaker—Air Conditioning Units. 
Carrier-Lyle Corp., Newark, N. J. 

Weir—Furnaces. Meyer Furnace Co., 
Peoria, Ills. 

Weirton—Roofing, Sheets. Weirton Steel 
Co., Weirton, W. Va. 

Weisco—Skylight Gearing. H. Weiss & 
Co., New York City. 

Wesco—Oil Burners. John Westwick & 
Son, Inc., Galena, Ills. 

West Wind— Air Conditioning Units. 
Western Blower Co., Seattle, Wash. 

Western—Blowers, Fans. Western Blow- 
er Co., Seattle, Wash. 

Western—Furnaces. Western Furnaces, 
Inc., Tacoma, Wash. 

Western — Furnaces. Western Steel 
Products Co., Duluth, Minn. 

Western — Ventilators. Western Rotary 
Ventilator Co., Inc., Los Angeles, Cal. 

Western King—Furnaces. Independence 
Stove & Furnace Co., Independence, 
Mo. 

Westinghouse — Stokers. Westinghouse 
Electric & Mfg. Co., East Pittsburgh, 
ra. 

Westrite—Furnaces. Western Furnaces, 
Inc., Tacoma, Wash. 

Wheeling—Pipe, Roofing Sheets. Wheel- 
ing Corrugating Co., Wheeling, W. 
Vz 


a. 

Whiting—Stokers. Whiting Corp., Har- 
vey, Ills. 

Whitney—Punches. W. A. Whitney Mfg. 
Co., Rockford, Ills. 

Whitney-Jensen — Brakes. Whitney 
Metal Tooi Co., Rockford, Ills. 

Whitty—Stokers. Whitty Mfg. Co., Bos- 
ton, Mass. 

Wiechert—Furnaces. St. Clair Foundry 
Corp., Centralia, Ills. 

Wilbow—Furnace Bulbs. Williams-Bow- 
man Rubber Co., Cicero, Ills. 

Will-Burt—Stokers. Will-Burt Co., Orr- 
ville, O. 

Williamson — Furnaces and Accessories. 
Williamson Heater Co., Cincinnati, O. 

Windmotor— Ventilators. Windmotor 
Ventilator Co., Detroit, Mich. 

Win-er—Brushes. Worcester Brush & 
Scraper Co., Worcester, Mass. 

Wing-Scruplex—l'ans. L. J. Wing Mfg. 
Co., New York City. 
Winter Chaser — Furnaces. Campbell 
Heating Co., Des Moines, Iowa. 
Winter King — Furnaces. Williamson 
Heater Co., Cincinnati, O. 

Wisconsin—Humidifiers. Wisconsin Hu- 
midifier Co., Milwaukee, Wis. 

Wise — Furnaces. Wise Furnace Co., 
Akron, O. 

Wiss—Shears. J. Wiss & Sons Co., New- 
ark, N. J. 

Wizard — Furnaces. Agricola Furnace 
Co., Gadsden, Ala. 

Wizard—Oil Burners. Wizard Oil Burn- 
er Co., Inc., Barre, Vt. 

Wood—Insulation. Wood Conversion Co., 
Cloquet, Minn. 

Woolery—Oil Burners. Woolery Ma- 
chine Co., Minneapolis, Minn. 

Wooster — Grilles, Registers. Wooster 
Art Wood, Inc., Wooster, O. 


X 


XX—Furnaces. Twentieth Century Heat- 
ing & Ventilating Co., Akron, O. 
X-L-All—Furnaces. Deshler Foundry & 

Machine Works, Deshler, O. 
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» » » a sales possibili- 
ties of the Simplex Automatic 
Air Moistener are limited only 
to the number of furnaces op- 
erating in your territory. 
Every furnace not now equip- 
ped with a humidifier is a 
potential sale to you, if you 
present your prospect with full 


details of this outstanding 
humidifier. 
No Float. Flow of water is 


controlled by evaporation. As 
the water in the evaporating 
pan accomplishes its purpose, 
that of keeping the air in the 
home at maximum comfort, 
water is entering the trough 
by a steady drip, to compen- 
sate for that in the process of 
evaporation. 

When sufficient water has en- 
tered the trough it lowers at 
the .rear, causing front of 
trough to raise. 


chine controls how much water 
enters the trough. The inflow 
of water can be seen at all 
times. 


Trough is durab'e heavy cop- 
per, the everlasting metal. 
Parts of machine coming in 
contact with water are brass. 
There is nothing to rust or 
corrode. 


One hour labor is all necessary 
for installation in furnace. 


The new ~“Clamp-On" Con- 
nector for making the water 
connection from city water 
pipe to humidifier is made to 
stand any strain, no matter 
how severe. Clamp is made 
of malleable iron. Stem is 
sturdy and oversize. 


Adjustable to three sizes of 
pipe. Drill a hole in water 
pipe, hook c!amp over pipe 
and screw stem 





Automatically 
the gasket in the 
drip valve seats, 
and seals tightly, 
preventing furth- 
er flow of water 
into the trough. 
This action is ab- 
solutely positive, 
as the weight of 
the water causes 
pressure on the 
shutoff gasket. 

A valve in the 
front of the ma- 








until well into the 
pipe. Tighten set 
screw and clamp 
is ready for oper- 
ation. 

No gaskets or 
Soft 
metal point seats 


washers. 


in pipe and is 
forever tight. 

Installed in half 
time necessary for 
other methods. 








SALLADA MANUFACTURING CO. 


3816 GRAND AVENUE 


MINNEAPOLIS 
OREO 


MINNESOTA 
| BEARS AE: 
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Keep All the Heat 
Up in the House 


With Stanocel Corrugated Asbestos Paper 


P in the house where your customers 
want the heat — not in the basement. 


You can greatly improve the appearance 
and increase the efficiency of your warm 
air furnace and air conditioning installations 
by covering the pipes and 
casings with Corrugated 
Asbestos Paper—a flexible 
insulating material espe- 
cially suited for wrapping 
metal pipes. 





Asbestos Paper 
8-10-12-14-16-32 Ibs. per 
100 square feet. 

18” and 36” wide—50 o 


100 Ib.. Rolls. 





Standard Corrugated 
Asbestos Paper 
A flexible insulation %, 1/6 


or %. inch thick. ; Especially 
adapted for wrapping furnace 
pipes. 


Asbestos Mill Board 
1¢-4%4-¥%4" thick in sheets 
42x48 
You can add to your profits and increase customer 

satisfaction with Standard Asbestos Products 


STANDARD ASBESTOS 
MANUFACTURING CO. 


OF CHICAGO 
820 WEST LAKE ST., CHICAGO 


BRANCH OFFICES AND SALES REPRESENTATIVES 
2333 Pine Street 1635 “F” Street 520 West Boulevard 
St. Louis, Missouri Lincoln, Nebraska Elkhart, Indiana 


13237 Superior Ave. 600 Forest Avenue 2998 Waverly Road 
Cleveland, Ohio Montgomery, Ala, Detroit, Michigan 
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Steel, Brass, Bronze, Copper, Monel 
Aluminum, Stainless: Iron, Zinc 
or any other metal 
PERFORATED TO YOUR ORDER 


Round holes from .020” to 7” Diam. 
Oblong and Slot holes from .008” to 3” wide. 





Grilles of distinction for fine buildings 
Everything in Perforated Metal 
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Ht, RRINGTON@ KINGPERTORATING (0. 


5649 FILLMORE ST., CHICAGO, ILL., U. 8S. A. NEW YORK OFFICE, 114 = ST. 


PER 


W. A. WHITNEY MFG. COMPANY 


636 RACE STREET ROCKFORD, ILLINOIS 

















Look for this mark when buying 









Channel Angle 
NO. 1 HEAVY DUTY PUNCH ~7,), Pa 
mcely balance the tool," Capacity %" hole 24,” Flange oY, x 2%, x 
nice ance the tool. Capac 21/, a 2 
through ¥%” iron. AD og for x ym" Web. y," . NO. 2 FUNC on 
strains. Punches and dies %” to ye” by a&”. . wt Length 28”. Capacity {,” through %” iron, 
Insertable Pipe Handles. weight 18 Ibs., depth as throat oH". Punches 
7 and dies #,” to to 4” by of 


ATENTED SEPTEMBER 6 













CHANNEL 


m IRON PUNCH ST he NO. 4B ONE 
Rvery, part of, this ean aa" is interchangeable NO. 91 BENCH PUNCH HAND PUNCH 
wi e No en. 23”, weight 16 Capaci ” ” ” Length 8%”. Ca -_ 4” ae 16 gauge 
Depth of throat 17/8”. Capacity 4%” through Through 4 Fes a ~¢ Fe —_ throuee” sg° _— iron. Weight 3 = Depth of throat 2. 
%” iron. Punches and dies 4” to %” Welt 82 Ibs. Depth of Throat 5”. Stock Punches and dies rics to fy” by ac”. 





by &”. Size of Punches and dies 4%” to 2”. 
EXTRA 
PUNCHES 
and NO. 8 PUNCH 
DIES AND VISE 
NO. haus Peas cae Ke Hels Tepe ae Lhe 


Prompt shipments can be 
made of any size or any 
quantity of both t of 
extra punches and dies 
as here shown. 


Punches within %” of inside corner of Angle 
Iron. Capacity % through ¥#, Iron. Depth of 
throat 1%”, throat opening width 4” above 
die top. Punches and dies %” to f,” 
Especially adapted for Button Punching. 
Weight—10 lbs. 


Stock Size of Punches 7” to %” by &”. 
Punch Vise as shown above—holding our No. 
8 punch. Weight 5 lbs. Made of leable 
Iron. Bolts to bench or plank. Capable of 
holding any of our punches. 
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Xit — Ventilators. Iona Ventilator Co. York-Lalor— Regulating Valves. York zx 


Philadelphia, Pa. 


Oil Burner Co., Inc., York, Pa. 


Young—Dampers, Regulators and Acces- Zenith—Furnaces. Western Steel Prod- 


Y sories. Young Ventilating Co., Cleve- 


land, O. 
Young—Heaters. 
Racine, Wis. 


Y-B—Blow Pipe Systems. Young & 
Bertke Co., Cincinnati, O. 

Yoder—Metal Workers’ Machinery. Yo- 
der Co., Cleveland, O. 

York—Oil Burners. York Oil Burner 
Co., Inc., York, Pa. 


Young Radiator Co., 


Youngstown — Plates, 
Youngstown Sheet & Tube Co., Zilloy—Roofing. New Jersey Zinc Co., 


Youngstown, O. 


ucts Co., Duluth, Minn. 
Zephyr—Air Washers, Humidifiers. Air- 

Control Systems, Inc., Chicago, Ills. 
Zig-zag—Air Filters. Independent Air 
Roofing, Sheets. Filter Co., Chicago, IIls. 


New York City. 
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Section I[[— Manufacturers’ Names and Addresses 


A 


A-C Manufacturing Co., Inc., 417-23 Sherman Ave., Pontiac, 
ils. 

A-C Spark Plug Co., Flint, Mich. 

Abbott Manufacturing Co., 32 E. Main St., Painesville, O. 

Accurate hematite Works, 2432 Milwaukee Ave., Chi- 
cago, 8s. 

Accurate Metal Weather Strip Co., 212 E. 26th St., New York 
i 


ty. 
Acer & Whedon, Inc., Commercial St., Medina, N. Y. 

Acme Electric Welder Co., 5621 Pacific Blvd., Huntington 
Park, Cal. ; ; 
Aa, Serene Fitting Co., 1631 W. Pershing Rd., Chicago, 

s 


Acme Refining Co., 3591 W. 56th St., Cleveland, O. 

Acme Tin Plate & Roofing Supply Co., 2401 N. 10th St. 
Philadelphia, Pa. 

Adams Co., Dubuque, Iowa. 

Aeolus Dickinson, 3346 S. Artesian Ave., Chicago, Ills. 

Agnew Electre Welder Co., 64 Thomas St., Milford, Mich. 

Agricola Furnace Co., Inc., Gadsden, Ala. 

Air Conditioning & Engineering Co., 3331 Rutger St., St. 
Louis, Mo. 

Air Conditioning Equipment Corp., 310 W. 33rd St., Minne- 
apolis, Minn. 

Air-Control Systems, Inc., 2240 N. Racine Ave., Chicago, IIls. 

Air-O-Vac Furnace Cleaner Mfg. Co., 2101 E. Wood Place, 
Milwaukee, Wis. . 

Air Reduction Sales Co., 60 E. 42nd St., New York City. 

Ant ee Bracket Co., 1551 Rydal Mount Rd., Cleveland 

e ts, O. 

Akrat Ventilators, Ine., 1717 Carroll Ave., Chicago, Ills. 

Aladdin Heating Corp., 5107 Broadway, Oakland, Cal. 

Alco Valve Co., Inc., 2628 Big Bend Bivd., St. Louis, Mo. 

Albright Aerating Filter Co., Muncie, Ind. 

Alleghany Steel €0., Brackenridge, Pa. |. 

Allen Co., L. B., 6727 Bryn Mawr Ave., Chicago, Ills. 

Allen Corp., 1040 Fourteenth Ave., Detroit, Mich. 

Allen Mfg. Co., Nashville, Tenn. 

Allis-Chalmers Mfg. Co., Milwaukee, Wis. . 

Allis Mfg. Co., Louis, 427 E. Stewart St., Milwaukee, Wis. 

Allmetal Weather Strip Co., 229 W. Illinois St., Chicago, Ills. 

All States Roofers Equipment & Material Co., 2109 W. Lake 
St., Chicago, Ills. 

Allsteel Press Co., 12015 S. Peoria St., Chicago, Ills. 

Aluminum Co. of America, 2444 Oliver Bldg., Pittsburgh, Pa. 

American Air Filter Co., Inc., 113 Central Ave., Louisville, 
Ky. 

American Air Purifier Corp., 208 E. 27th St., New York City. 

American Blower Corp., 6000 Russell St., Detroit, Mich. 

American Brass Co., 414 Meadow St., Waterbury, Conn. 

American Chain Co., Bridgeport, Conn. 

American Electric Fusion Corp., 2610 Diversey Ave., Chi- 
cago, Ills. 

American Electrical Heater Co., 6125 Woodward Ave., De- 
troit, Mich. 

American Engineering Co., 2413 Aramingo Ave., Philadel- 
phia, Pa. 

American Foundry & Furnace Co., Bloomington, Ills. 

American Furnace Co., 2719-31 Morgan St., St. Louis, Mo. 

American Furnace & Foundry Co., Milan, Mich. 

American Gas Accumulator Co., Elizabeth, N. J. 

American Gas Products Corp., Chrysler Bldg., New York 
City. 

American-Larson Ventilating Co., Keystone Bank Bldg., 
Pittsburgh, Pa. 

American Machine Products Co., Marshalltown, Iowa. 

American Metal Hose Co., 67 Jewelry St., Waterbury, Conn. 

American Metal Weather Strip Co., Grand Rapids, Mich. 

American Propeller Co., 401 N. Bendix Drive, South Bend, 
Ind. 

American Radiator Co., 40 W. 40th St., New York City. 

American Rolling Mill Co., Curtis St., Middletown, O. 

American Sheet & Tin Plate Co., Frick Bldg., Pittsburgh, Pa. 

American Steel Co., Park Bldg., Pittsburgh, Pa. 


American Tin & Terne Plate Co., 24th & Vine St., Philadel- 
phia, Pa. 

American Transformer Co., 192 Emmet St., Newark; N. J. 

American Wood Register Co., Novelty & Pa. R. R., Ply- 
mouth, Ind. 

American Zinc Products Co., Greencastle, Ind. 

Ams Machine Co., Max, Park Ave. at 40th St., New York 
City. 

Anchor Post Fence Co., 6500 Eastern Ave., Baltimore, Md. 

Anderson Mfg. Co., Des Moines, Iowa. 

Andes Range & Furnace Corp., 117 Evans St., Geneva, N. Y. 

Angell Nail & Chaplet Co., 4580 E. 71st St., Cleveland, O. 

Apollo Co., La Salle, Ills. 

Apollo Steel Co., Apollo, Pa. 

Apthrop, R. E., 8 Carpenter St., Salem, Mass. 

Aqualator Div. of Wilcolator Co., 17 Nevada St., Newark, N. J. 

Areweld Mfg. Co., Inc., 3429-3rd Ave., Seattle, Wash. 

Arex Co., 333 N. Michigan Ave., Chicago, Ills. 

Armstrong Co., 241 S. Post Ave., Detroit, Mich. 

Armstrong Cork & Insulation Co., 975 Concord St., Lancas- 
ter, Pa. 

Armstrong Furnace Co., 794 Chambers Rd., Columbus, O. 

Art Stove Co., 6900 Jefferson Ave., E., Detroit, Mich. 

Associated Alloy Steel Co., Inc., Union Trust Bldg., Cleve- 
land, O. 

Atchison Revolving Door Co., Independence, Kan. 

Atlas Bolt & Screw Co., 1130 Ivanhoe Road, Cleveland, O. 

Atlas ee & Ventilating Co., 557-4th St., San Francisco, 
Cal. 

Auburn Foundry, Inc., Auburn, Ind. 

Auer Register Co., 3608 Payne Ave., Cleveland, O. 

Auld & Conger Co., 1920 E. 75th St., Cleveland, O. 

— Stoker Corp., 1730 S. Michigan Ave., Chicago, 

s. 
sca — Metal Works, 6106 Avalon Blvd., Los Angeles, 
al. 

Automatic Burner Corp., 1823 Carroll Ave., Chicago, Ills. 

Automatic-Combustion Engineers, Inc., 17 Battery Place, 
New York City. 

Automatic Humidifier Co., Box 346, Cedar Falls, Iowa. 

Automatic Products Co., 121 N. Broadway, Milwaukee, Wis. 

Automatic Stoker Corp., Indianapolis, Ind. 

Autopulse Corp., 2821 Brooklyn, Detroit, Mich. 

Autovent Fan & Blower Co., 1805 N. Kostner Ave., Chicago, 


Ills. 
B 


Babcock & Wilcox Co., 85 Liberty St.. New York City. 

Bacharach Industrial Instrument Co., 7000 Bennett St., Pitts- 
burgh, Pa. 

Bailey Meter Co., 1052 Ivanhoe Rd., Cleveland, O. 

Baker Furnace Co., 2505 Albion St., Toledo, O. 

Baldor Electric Co., 4350 Duncan Ave., St. Louis, Mo. 

Baltimore Oil Co., 108 E. York St., Baltimore, Md. 

Bangor Ideal Slate Mining Co., Bangor, Pa. 

Bangor Quarry Co., Bangor, Pa. 

Bangor Washington Slate Co., Bangor, Pa. 

Bangorvein Slate Co., Bangor, Pa. 

Barber Asphalt Co., Insurance Co. of No. America Bldg., 
Philadelphia, Pa. 

Barber-Colman Co., Loomis St., Rockford, Ills. 

Barber Gas Burner Co., 3704 Superior Ave., Cleveland, O. 

Bardes Range & Foundry Co., E. H., 2619 Colerain Ave., 
Cincinnati, O. 

Barnes Metal Products Co., 4425 W. Sixteenth St., Chicago, 
Ills. 

Barrett Co., 40 Rector St., New York City 

Basel Mfg. Co., Inc., Merriam, Kan. 

Bastian-Blessing Co., 240 E. Ontario St., Chicago, Ills. 

Bayer Co., A. J., Slauson & Santa Fe Aves., Los Angeles, 
Cal. 
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sayvley Blower Co., 1938 S. 4th St., Milwaukee, Wis. 

Bayonne Steel Co., Inc,, 48-34 Van Dam St., Long Island 
cits. mM; 2. 

Bead Chain Mfg. Co., 110 Mt. Grove St., Bridgeport, Conn. 

Beall Bros., Alton, Ills. 

Beatrice Steel Tank Mfg. Co., 700-710 S. 7th St., Beatrice, 
Nebr. 

Beck Engineering Combustion Co., 4525 N. Euclid Ave., St. 
Louis, Mo. 

3eckfield Rotary Vacuum Blower Co., 222 Penn Ave., Pitts- 
burgh, Pa. 

Beckley Perforating Co., 315-319 North Ave., Garwood, N. J. 

3edard Mfg. Co., 312 S. Third St., Minneapolis, Minn. 

Beh & Co., Inc., 1150 Broadway, New York City. 

3elmont Smelting & Refining Works, Inc., 320 Belmont Ave., 
Brooklyn, N. Y. 

Berger, M. Russell, 59 N. Second St., Philadelphia, Pa. 

Berger Bros. Co., 229-237 Arch St., Philadelphia, Pa. 

Berger Mfg. Co., 1088 Belden Blvd., S. E., Canton, O. 

Bergman Tool Mfg. Co., 1573-75 Niagara St., Buffalo, N. Y. 

Bergstrom Mfg. Co., Neenah, Wis. 

Bernz Co., Inc., Otto, 280 Lyell Ave., Rochester, N. Y. 

Bertsch & Co., Cambridge City, Ind. 

Bethlehem Steel Co., Bethlehem, Pa. 

Biersach & Niedermeyer, 1987 N. Hubbard St., Milwaukee, 
Wis. 

Bird & Son, Ine., East Walpole, Mass. 

3ishop & Babcock Sales Co., 4901 Hamilton Ave., Cleve- 
land, O, 

Black & Decker Mfg. Co., Towson, Md. 

Black Servant Mfg. Co., 2953 N. Market St., St. Louis, Mo. 

Bliss Co., E. W., 53rd St. & 2nd Ave., Brooklyn, N. Y. 

Bluffton Mfg. Co., Findlay, O. 

Bodine Electric Co., 2272 W. Ohio St., Chicago, IIls. 

Boiler Room Improvement Co., 4057 W. Van Buren St., Chi- 
cago, Ills. 

Bollaert, M., 3986 Rhoda Ave., Oakland, Cal. 

Boston Auto Gage Co., Pittsfield, Mass. 

Boston Machine Works Co., 7 Willow St., Lynn, Mass. 

Bowen Products Corp., 5 Logan St., Auburn, N. Y. 

Boyer Chemical Laboratory Co., 2700 S. Wabash Ave., Chi- 
cago, Ills. 

Boynton Furnace Co., 373 Fourth Ave., New York City. 

Braden Engineering Corp., 896 Elmwood Ave., Providence, 
Bi. 

Braden Mfg. Co., 431 N. 14th St., Terre Haute, Ind. 

3rauer Supply Co., A. G., 316-18 N. Third St., St. Louis, Mo. 

Breeding Stoker Corp., 8th & Broadway, Cincinnati, O. 

Breuer Electric Mfg. Co., 865 Blackhawk St., Chicago, IIls. 

Bridge & Beach Mfg. Co., 4204 N. Union Blvd., St. Louis, Mo. 

Bridgeport Chain & Mfg. Co., 964 Crescent. Ave., Bridge- 
port, Conn. 

3ridgeport Screw Co., Bridgeport, Conn. 

Brillion Furnace Co., Brillion, Wis. 

Bristol Co., Griggs & Kelsey Sts., Waterbury, Conn. 

Britesun, Inc., 3735 Belmont Ave., Chicago, Ills. 

Brooklyn-Wolf Metal Ceiling Co., 287 Greene Ave., Brook- 


imn, NW. Zz. 
Bros Boiler & Mfg. Co., Wm., Nicollet Island, Minneapolis, 
Minn. 


Brown, Henry, Asheville, N. C. 

Brown-Brockmeyer Co., Inc., Dayton, O. 

Brown Bros., Grant St., & E. Riverside, Spokane, Wash. 

Brown Instrument Co., 4494 Wayne Ave., Philadelphia, Pa. 

Brown-Wales Co., 493 C St., Boston, Mass, 

Brownell Co., N. Findlan St., Dayton, O. 

Brucker, M., 820 N. Lincoln Ave., Chicago, Ills. 

Brundage Co., 246 W. Kalamazoo Ave., Kalamazoo, Mich. 

Bryan Steam Corp., Peru, Ind. 

Bryant Corp., C. L., 10511 Churchill Ave., Cleveland, O. 

Bryant Heater & Mfg. Co., 17825 St. Clair Ave., Cleveland, O. 

Buckeye Iron & Brass Works, 350 E. 38rd St., Dayton, O. 

Buckeye Products Co., 7024 Vine St., Cincinnati, O. 

Buckingham-Virginia Slate Corp., 1103 E. Main St., Rich- 
mond, Va. 

3uffalo Co-operative Stove Co., Amherst & Tonawanda Sts., 
Buffalo, N. Y. 

Buffalo Forge Co., 490 Broadway, Buffalo, N. Y. 

Buhrke Co., R. H., 4538 Fullerton Ave., Chicago, Ills. 

3unsen Oil Burner Corp., 1409 Park St., Hartford, Conn. 

Burdett Mfg. Co., 19 N. Sheldon St., Chicago, Ills. 

Burges-Parr Co., Moline, Ills. 

Burgess Battery Co., 202 E. 44th St., New York City 

Burgess Soldering Furnace Co., 292 E. Long St., Colum- 
bus, O. 

Burke Electric Co., 1201 W. 12th St., Erie, Pa. 

Burmester Gas Furnace Mfg. Co., 2117 Cuming St., Omaha, 
Nebr. 

Burnham Stoker, Inc., 205 E. 15th St., Vancouver, Wash. 

Burritt & Bro., O. W., Weedsport, N. Y. 

Burt Air Filter Corp., 45 E. South St., Akron, O. 

Burt Mfg. Co., 45 E. South St., Akron, O. 

Butler Mfg. Co., 13th & Eastern Ave., Kansas City, Mo. 

3vers Co., A. M., Box 83, Pittsburgh, Pa. 


Cc 


Cabot Sons, Inc., Samuel, 141 Milk St., Boston, Mass. 

Calbar Paint & Varnish Co., 2620-26 N. Martha St., Phila- 
delphia, Pa. 

Caldwell-Veitch Air Control Co., Ine., 1501 Guinotte Ave., 
Kansas City, Mo. 
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Calkins & Pearce, 205 E. Long St., Columbus, O. 

Cameron Stove Co., Richmond, Va. 

Campbell Heating Co., 3lst and Dean, Des Moines, lowa. 

Campbell, Inc., Andrew C., Waterbury, Conn. 

Canfield Co., H. O., 165 Housatonic Ave., Bridgeport, Conn. 

Canfield Rubber Co., Railroad Ave. and Garden St., Bridge- 
port, Conn. 

Canonsburg Steel & Iron Works, Canonsburg, Pa. 

Canton Steel-Ceiling Co., Winfield Way, Canton, O. 

Canton Stoker Co., Andrews Place, S. W., Canton, O. 

Capital Iron Works Co., 7th and Holiday Sts., Topeka, Kan. 

Capital Mfg. Co., Kingsville, Tex. 

Capitol Furnace & Stove Repair Co., 229 S. Meridian St., 
Indianapolis, Ind. 

‘arbo-Oxygen Co., Benedum-Trees Bldg., Pittsburgh, Pa. 

‘arey Co., Daniel, 15 Court St., Woburn, Mass. 

‘arey Co., Philip, Lockland, Cincinnati, O. 

‘arrier Engineering Corp., 850 Frelinghuysen Ave., Newark, 
N. J. 

‘arrier-Lyle Corp., 850 Frelinghuysen Ave., Newark, N. J. 

‘arrier-York Corp., 12 S. 12th St., Philadelphia, Pa. 

Carter Paint Co., Liberty, Ind. 

Cartier & Sons Co., M. N., 275 Canal St., Providence, R. I. 

Cary Mfg. Co., Waupaca, Wis. 

Castle & Co., A. M., 1300 N. Branch St., Chicago, Ills. 

Celotex Co., 919 N. Michigan Ave., Chicago, Ills. 

Central Steel & Wire Co., 4545 S. Western Blvd., Chicago, 
Ills. 

Century Electric Co., 1806 Pine St., St. Louis, Mo. 

Century Engineering Corp., 213-217 Fourth Ave., S. E., Ce- 
dar Rapids, Iowa. 

Certain-teed Products Corp., 100 E, 42nd St., New York City. 

Chain Products Co., 1530 E. 40th St., Cleveland, O. 

Chamberlain Metal Weather Strip Co., 1254 La Brosse, De- 
troit, Mich. 

Champion Blower & Forge Co., 413 Harrisburg Ave., Lan- 
caster, Pa. 

Champion Spark Plug Co., Toledo, O. 

Champion Tool Co., 376 W. 41st Place, Los Angeles, Cal. 

Chandler Co., Cedar Rapids, Iowa. 

Chapman Slate Co., Bethlehem, Pa. 

Chase Brass & Copper Co., Inc., 236 Grand St., Waterbury, 
Conn. 

Cheney Co., 959 Main St., Winchester, Mass. 

Chesebro-Whitman Co., 3821 Sherman St., Long Island City, 
oe 

Chicago Perforating Co., 2446 W. 24th Place, Chicago, Ills. 

Chicago Pump Co., 2336 Wolfram St., Chicago, Ills. 

Chilaire Corp., 12th & Iron Sts., North Kansas City, Mo. 

Cincinnati Mfg. Co., Gest & Evans Sts., Cincinnati, O. 

Cincinnati Shaper Co., Elam & Garrard Sts., Cincinnati, O. 

Cincinnati Sheet Metal & Roofing Co., 230 E. Front St., Cin- 
cinnati, O. 

Cincinnati Stamping Co., 28-34 W. McMicken, Cincinnati, O. 

Clarage Fan Co., North & Porter Sts., Kalamazoo, Mich. 

Clark Co., Geo. P., 10 Canal St., Windsor Locks, Conn. 

Clark Co., Henry N., 56-62 Union St., Boston, Mass. 

Clark, Jr., Electric Co., Jas., 600 Bergman St., Louisville, Ky. 

Clarm Mechanical Devices Co., 410 S. Elizabeth St., Lima, O. 

Clay Equipment Corp., Cedar Falls, Iowa. 

Clayton & Lambert Mfg. Co., 11111 French Rd., Detroit, Mich. 

Clendenin Bros., Inc., 108 South St., Baltimore, Md. 

Cleveland Acid Swab Co., 15205 Madison Ave., Lakewood, O. 

Cleveland Cooperative Stove Co., 2323 E. 67th St., Cleve- 


~~ ae 


ie sie 


land, O. 

Cleveland Knife & Forge Co., 6400 Breakwater Ave., Cleve- 
land, O. 

Cleveland Punch & Shear Co., 3917 St. Clair Ave., Cleve- 
land, O. 


Cleveland Steel Products Corp., Madison at W. 74th St., 
Cleveland, O. 

Climax Smoke Preventor Co., 261 Franklin St., Boston, Mass. 

Clinton Metallic Paint Co., Clinton, N. Y. 

Clough, R. M., 28 S. Broad St., Meriden, Conn. 

Coburn Trolley Track Mfg. Co., Holyoke, Mass. 

Cocking, Geo. J., 1336 W. 5th St., Santa Ana, Cal. 

Cokal Pulverzone Corp., 165 E. Superior St., Chicago, Ills. 

Coleman Lamp & Stove Co., St. Francis & Second St., Wich- 
ita. Kan. 

Colley Mfg. Co., Elberton, Ga. 

Columbia Bangor Slate Co., Bangor, Pa. 

Columbia Burner Co., 1649 Dorr St., Toledo, O. 

Columbian Enameling & Stamping Co., Terre Haute, Ind. 

Columbian Steel Tank Co., 1401-1625 W. 12th St., Kansas 
City, Mo. 

Columbus Heating & Ventilating Co., 400 Dublin Ave., Co- 
lumbus, O. 

Columbus Humidifier Co., 154 N. Fifth St., Columbus, O. 

Columbus Metal Products, Inc., 767 N. 4th St., Columbus, O. 

Combustion Enginering Corp., 200 Madison Ave., New York 
City. 

Combustion Equipment Co., 2167 15th St., Denver, Colo. 

Combustion Oil Burner Co., 3000 W. Montana St., Milwaukee, 
Wis. 

Combustioneer, Inc., Columbia & Bechtle Ave., Springfield, O. 

Concrete Engineering Co., Omaha, Nebr. 

Conditioned Air Corp., Ford Bldg., Detroit, Mich. 

Conklin Brass & Copper Co., T. E., 54-60 Lafayette St., New 
York City. 

Connors Paint Mfg. Co., Wm., Troy, N. Y. 

Consolidated Ashcroft Hancock Co., 11 Elias St., Bridgeport, 
Conn. 
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Use WHITNEY-JENSEN Improvead METAL BRAKE 




















[His newest member of 
the WHITNEY Line in- 
corporates improvements 
never before attempted in 
Metal Brake construction. 











BEFORE announcing this rad- 
ically improved Metal Brake 
to the sheet metal industry, its 
designers put it to every possible 
service test and then gave it the 
most exacting of all tests, actual 
service on the job. Now, it is 
offered for your approval. 


Contrary to ordinary Metal 
Brake construction, the platen 
against which material is placed 
for bending process, can be 
made stationary or solid, creat- 
ing a higher degree of accuracy 
in bending than heretofore ob- 
tainable. Perfectly square corn- 
ers are assured. The lower por- 
tion or clamping rail and bend- 
ing apron slides on the two end 
posts. 


Two coil springs are used to 
balance weight of lower mech- 
anism so that operator does no 
lifting whatsoever. Of out- 
standing importance is the fact 
that this new achievement in 
Metal Brake construction can 
be converted, in just ten or 


fifteen minutes, into a box or 
pan brake, making the machine 
actually a dual machine. 

At one end of the machine is a 
box finger, which by fastening 
various fingers to the platen, 
will make any desired pan or 
box within the limit of the ma- 
chine. The platen which can be 
made absolutely stationary can 
also be moved backward by 
means of screws so that box 
fingers will be in proper align- 
ment with bending apron. 


On either end of machine are 
connecting links, used to oscil- 
late up and down movement of 
lower bending rail. In these 
links are two stations, one pro- 
vided for the brake to be used as 
an ordinary metal brake which 
is the upper one, and the other 
or lower station, to provide for 
the box brake type machine. 


Can accommodate up to and in- 
cluding 16 gauge. All fitting 
parts machined and are inter- 
changeable. 





WHITNEY METAL TOOL COMPANY 








110-114 FORBES ST. 


ROCKFORD, ILLINOIS 

















MAKE THESE YOUR 


LEADERS 


FOR BIGGER 





E hese be satisfied with the ordinary. 
the complete line of Rock Island Registers. You 


can build prestige and good will with 
the new Modern Steel Floor Registers 
and the New and stronger Cold Air 
Faces. 

The new and stronger Cold Air Face is 
designed for greater free air capacity. It 
is stronger because of a greater number 
of support bars. Also, it is shallower, 
overall depth—1%¢ inches. This allows 


PROFIL 


Carry 


COMPANIONS TO THE 


Below: THE NEW AND STRONGER COLD AIR FACE 











At left: 


The NEW MODERN STEEL FLOOR REGISTER. 
overall depth of this register is only 1'{ inches. 





The 
This saves 


weight and space in shipping, storage and carrying on the job. 


installation without cutting support bars into joists. 
You'll like to sell the Modern Steel Floor Register. It 


is neater, easier toinstall and gives you a 


FAMOUS 


noiseless. 





handsome profit. 


The louvre mechanism, 
a new and exclusive feature, is simple and 


The small, inconspicuous, and 
easy-working operating lever sets the louv- 


res at any desired opening—and they stay 


set. The bars are narrower for maximum 





and finishes. 





air capacity. Made in all standard sizes 





ROCK ISLAND REGISTER CO., ROCK ISLAND, ILLINOIS 
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Consolidated Car Heating Co., Inc., 413 N. Pearl St., Albany, 

Consolidated Pump & Ladder Co., Sylvania Ave. at Alexis, 
Toledo, O. 

Continental Electric Co., 325 Ferry St., Newark, N. J. 

Continental Products Co., E. 22nd St. & Nickel Plate R. R., 
Euclid, O. : 

Continental Steel Corp., 1108 S. Main St., Kokomo, Ind. 

Continental Stove Corp., Front & Walnut, Ironton, O. 

Continental Wood Screw Co., Mt. Pleasat, New Bedford, 
Mass. 

Cook & Chick Co., 315 Union Park Court, Chicago, Ills. 

Cook, Inc., A. D., 10 Brown St., Lawrenceburg, Ind. 

Cook Electric Co., 2700 Southport Ave., Chicago, Ills. 

Cooper Sanitary Mfg. Co., 34th & Chestnut, Philadelphia, Pa. 

Co-Operative Foundry Co., Lincoln & West Aves., Rochester, 
N. Y. 

Copeland Sales Co., 332 Cass Ave., Mt. Clemens, Mich. 

Cope-Swift Corp., 247 McDougall Ave., Detroit, Mich. 

Copperweld Steel Co., Glassport, Pa. 

Corbin Screw Corp., 200 High, New Britain, Conn. 

Cork Import Corp., 345 W. 40th St., New York City. 

Cornell Rolling Door Works, 36-20 13th St., Long Island 


City, N. Y. 
Cornell Wood Products Co., 230 N. Michigan Ave., Chicago, 
Ills. 


Corozone Co., Hanna Bldg., Cleveland, O. 

Crary Mfg. Co., 396 N. Second St., Middleport, O. 

Creo-Dipt Co., Inc., North Tonawanda, N. Y. 

Crescent Tool Co., 200 Harrison St., Jamestown, N. Y. 

Cribben & Sexton Co., 600 N. Sacramento Blvd., Chicago, 
Ills. 

Crocker-Wheeler Electric Mfg. Co., Ampere Station, N. J. 

Crown Fuel Saver Co., Richmond, Ind. 

Crucible Steel Co. of America, Chrysler Bldg., New York 
City. 

Crystal Oil Burner Corp., 211 Coit St., Irvington, N. J. 

Cuno Engineering Corp., Meriden, Conn. 

Cupples Co., 7th & Spruce, St. Louis, Mo. 

Cuyahoga Spring Co., 10254 Berea Rd., Cleveland, O. 


D 


Dail Steel Products Co., 750 E. Main St., Lansing, Mich. 

Danville Stove Mfg. Co., Danville, Pa. 

Danzer Metal Works, W. Lee St., Hagerstown, Md. 

Darcoid Co., Inc., 177 Christopher St., New York City. 

Davenport Mfg. Co., Meadville, Pa. 

Dayton Casting Co., Kiser & Chapel Sts., Dayton, O. 

Dayton Greenhctuse Mfg. Co., Dayton, O. 

De Bothezat Impeller Co., Inc., 1922 Park Ave., New York 
City. 

Decatur Iron & Steel Co., Decatur, Ala. 

Defender Automatic Regulator Co., 308 S. 8th St., St. Louis, 
Mo. 

Delco Appliance Corp., 391 Lyell Ave., Rochester, N. Y. 

Delco Products Corp., Dayton, O. 

Delta Stoker Co., North Chicago, Ills. 

Deniston Co., 4856 S. Western Ave., Chicago, Ills. 

Densmore-Quinlan Co., Kenosha, Wis. 

Deshler Foundry & Machine Works, 140-142 S. East Ave., 
Deshler, O. 

Des Moines Stove Repair Co., 108 S. W. 2nd St., Des Moines, 
Iowa. 

Detroit Lubricator Co., 5842-5986 Trumbull Ave., Detroit, 
Mich. 

Detroit Metal Weatherstrip Co., 10530 Turner St., Detroit, 
Mich. 

Detroit Michigan Stove Co., 6900 E. Jefferson Ave., Detroit, 
Mich 


Detroit Safety Furnace Pipe Co., 5960 Second Blvd., Detroit, 
Mich. 

Detroit Show Case Co., 1670 Fort St., W., Detroit, Mich. 

Detroit Steel Products Co., 2250 E. Grand Blvd., Detroit, 
Mich. 

Detroit Stoker Co., General Motors Bldg., Detroit, Mich. 

Detroit Torch & Mfg. Co., 12057 Cardoni Ave., Detroit, Mich. 

Diamond Expansion Bolt Co., Garwood, N. J. 

Diamond Mfg. Co., Wyoming, Pa. 

Diamond Metal Weather Strip Co., Columbus, O. 

Dickson Weatherproof Nail Co., P. O. Box 334, Evanston, 
Ills. 

Dieckmann Co., Ferdinand, 1182 Harrison St., Cincinnati, O. 

Diehl Mfg. Co., 80 Trumbull St., Elizabethport, N. J. 

Diener Mfg. Co., Geo. W., 400 Monticello Ave., Chicago, Ils. 

Ditchett Estate, Thos., Bangor, Pa. 

Dixie Culvert & Metal Co., Atlanta, Ga. 

Dobbie Foundry & Machine Co., First St. Station, Niagara 
Falls, N. Y. 

Domestic Stoker Co., 7 Dey St., New York City. 

Dongan Electric Mfg. Co., 2987 Franklin St., Detroit, Mich. 

Dorn Co., Inc., R. J., 82 Beaver St., New York City. 

Dowagiac Steel Furnace Co., E. High St., Dowagiac, Mich. 

Dowman-Dozier Mfg. Co., 1314 Murphy Ave., S. W., Atlanta, 


Ga. 
Downs-Smith Brass & Copper Co., 43-15 38th St., Long Island 
City, N. Y. 
Draft-A-Justor Corp., 228 N. LaSalle St., Chicago, Ills. 
Dreis & Krump Mfg. Co., 7404 Loomis Blvd., Chicago, IIIs. 
Drouve Co., G., Bridgeport, Conn. 
Dumore Co., 16th St. & Junction Ave., Racine, Wis. 
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Duratile Corp., 218 N. Mill St., Mishawaka, Ind. 
Duro Co., Monument & Webster Aves., Dayton, O. 


E 


Eagle Foundry Co., Belleville, Ills. 

Eagle-Picher Lead Co., Main & Court Sts., Cincinnati, O. 

East Bangor Consolidated Slate Co., East Bangor, Pa. 

Eastern Rolling Mill Co., 122 Rolling Mill Ave., Baltimore, 
Mad. 

Economy Baler Co., Health Air Division, 1020 N. Main St., 
Ann Arbor, Mich. 

Economy Stoker Co., 206 S. W. Temple St., Salt Lake City, 
Utah. 

Eddy Stoker Corp., 4717 W. North Ave., Chicago, Ills. 

Edwards Furnace Co., 25 East Ave., Wellsboro, Pa. 

Edwards Mfg. Co., Fifth & Butler Sts., Cincinnati, O. 

Ehret Magnesia Mfg. Co., Valley Forge, Pa. 

Eiermann Floor Scraper Co., 1971 Fulton St., Brooklyn, 
Di. es 

Eisler Electric Corp., 754 S, 13th St., Newark, N. J. 

Elco Tool & Screw Corp., 1820 Broadway, Rockford, Ills. 

Electric Materials Co., North East, Pa. 

Electric Soldering Iron Co., Inc., 1385 W. 17th St., New York 
City. 

Electrogas Furnace Co., 466 Sutter St., San Franicsco, Cal. 

Electrol, Inc., 227 E. 45th St., New York City. 

Electronic Transformer Co., Mankato, Minn. 

Electro-Stoke Mfg. Co., 612 N. Liberty St., Indianapolis, Ind. 

Elgin Softener Corp., 159 North St., Elgin, Ills. 

Elhide Co., 130 Sixth St., Cambridge, Mass. 

Ellison Draft Gage Co., 214 W. Kinzie St., Chicago, Ills. 

Emerson Electric Mfg. Co., 2018 Washington Ave., St. Louis, 
Mo. 

Empire Fireproof Door, 435 Southern Blvd., New York City. 

Empire Metal Co., 820 E. Water St., Syracuse, N. Y. 

Empire Steel Corp. Mansfield, O. 

Emrich Co., C., 127 W. Fulton St., Columbus, O. 

Emrich, Phil., 824 Main St., Cincinnati, O. 

Enterprise Boiler & Tank Works, Inc., 1955-75 N. Long Ave., 
Chicago, Ills. 

Enterprise Foundry Co., East B St., Belleville, Ills. 

Enterprise Oil Burner Co., 2902 19th St., San Francisco, Cal. 

Erdle Perforating Co., 171 York St., Rochester, N. Y. 

Estate Stove Co., East & South Aves., Hamilton, O. 

Estey Bros. Co., 1006 Metropolitan Ave., Brooklyn, N. Y. 

Evans Corp., Geo., 37th St. & River, Moline, Ills. 

Everhot Mfg. Co., 619 S. 10th Ave., Maywood, Ills. 

Excelsior Steel Furnace Co., 118 S. Clinton St., Chicage, Ills. 

Excelsior Stove & Mfg. Co., 510 S. Front St., Quincy, Ills. 

Excelsior Tool & Machine Co., 30th & Ridge Ave., East St. 
Louis, Ills. 


F 


Fairbanks, Morse & Co., 900 S. Wabash Ave., Chicago, IIls. 

Fairmont Aluminum Co., Fairmont, W. Va. 

Falstrom Co., Main Ave. & D. L. & W. R. R., Passaic, N. J. 

Fanner Mfg. Co., Brookside Park, Cleveland, O. 

Fanning Co., J. P., 21 Marion St., Brooklyn, N. Y. 

Farquhar Furnace Co., 150 Owens Ave., Wilmington, O. 

Farrel-Birmingham Co., Inc., 67 Main St., Ansonia, Conn. 

Farris Furnace Co., 920-930 Enos Ave., Springfield, Ills. 

Faultless Castings Co., Greencastle, Ind. 

Favorite Stove & Range Co., Young & Weber Sts., Piqua, O. 

Federal Machine & Welder Co., 2120 Dana St., Warren, O. 

Fellows & Co., Inc., 53 High St., Boston, Mass. 

Figge Co., 1617 N. Hoyne Ave., Chicago, Ills. 

Filtaire Corp., 111 W. Bruce St., Milwaukee, Wis. i 

Fingles, Inc., W. A., Reistertown Road at Elgin Ave., Balti- 
more, Md. 

Fire-King Stoker Co., 510 S. Harding St., Indianapolis, Ind. 

Firemaster Stoker Co., P. O. Box 37, Salt Lake City, Utah. 

Fir-Tex Insluating Board Co., St. Helens, Ore. 

Fisele Mop Mfg. Co., Thos. J., 714 S. 4th St., St. Louis, Mo. 

Fisher Air Circulator Co., Inc., Depot St., Baraboo, Wis. 

Fisher Governor Co., 102 S. First St., Marshalltown, Iowa. 

Flintkote Co., 31 St. James St., Boston, Mass. 

Floral City Heater Co., 402 S. Monroe St., Monroe, Mich. 

Florence Stove Co., 205 School St., Gardner, Mass. 

Flynn & Emrich Co., 305 N. Holiday St., Baltimore, Md. 

Follansbee Bros. Co., 3rd & Liberty Aves., Pittsburgh, Pa. 

Folsom Snow Guard Co., 80 Boyleston St., Boston, Mass. 

Forct-Air Co., 130 S. 2nd St., Rockford, Ills. 

Forest City Foundries Co., 2500 W. 27th St., Cleveland, O. 

Fort Wayne Filter Co., 301 Farmers Trust Bldg., Fort 
Wayne, Ind. 

Foss Heating & Sheet Metal Co., 21 S. Chester Ave., Pasa- 
dena, Cal. 

Fowler Oil Burner Co., 19 Union St., Worcester, Mass. 

Fox Furnace Co., Elyria, O. 

Foxboro Co., Neponset Ave., Foxboro, Mass. 

Franklin Gas Appliance Co., 221-223 E. Eighth St., Cincin- 
nati, O. 

Franklin Metal Weather Strip Co., 206 E. 38th St., New York 
City. 

Frantz-Carroll Systems, 946 Hanna Bldg., Cleveland, O. 

Fraser Furnace Co., 445 S. San Joaquin St., Stockton Cal. 
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THOMPSON & COMPANY 


P. 0. BOX 557 


N. S. PITTSBURGH, PA. 

































































370 “SPECIAL’’ 
Red Oxide Paint 


Thompson’s 370 “Special”, a 
heavy bodied Red Oxide Paint 
especially designed for Tinners, 
Roofers, and offers positive pro- 
tection for all metal surfaces, 
especially those exposed to the 
elements. Consisting of Pure 
Red Lead, Spanish Sesqui-Oxide 
of Iron and highest grade Raw 
and Boiled Linseed Oil, 370 
“Special” is a certain rust and 
corrosion resistant. 


ALUMBRITE 


Aluminum Paint 


Alumbrite (Pronounced Aloom- 
brite) is a superior quality 
aluminum paint which can be 
applied equally well to either 
wood or metal surfaces and in- 
teriors or exteriors. It is ex- 
tremely elastic. Can be used for 
furnaces and piping or for roof 
work. Its high heat reflection 
quality lowers temperatures 
under roofs in summer heat 
from 10 to 15 degrees. 

Packed in one-quarter gallon, 
one gallon and five gallon double 


LIN-0-JAP 
Elastic Paint Oil 


Lin-O-Jap is an elastic reducing, 
reinforcing and drying oil for 
thinning paints and which 
actually improves their quality. 
It toughens the paint film and 
prevents shrinkage, gives a 
smoother, glossier surface, rein- 
forces and strengthens paint, 
hastens drying, fills up pits and 
pockets, waterproofs, makes 
paint hold tighter and anchor 
deeper. 


wn 


compartment containers. 
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Binghamton Slag Roofing Co., Follansbee Bros. Herr & Co., Stichter Hdwe. Co., 
Binghamton, N. Y. Pittsburgh, Pa. Lancaster, Pa. Reading, Pa. 


Vorys Bros., Inc., 
Columbus, Ohie 


/ 


| Without obligation to me please send a copy 
| of your new 1933 price list on cast and steel 
| furnaces, air conditioners and blowers. Use this 
| 


Lyon, Conklin & Co., Inc., 


Demmler Bros. Co., W. A. Tydeman, Inc., 
Baltimore, Md., & Washington, D. C. 


Pittsburgh, Pa. Easton, Pa. 


DRASTIC 


PRICE REDUCTIONS 
1 93 3 | PREMIER 


WARM AIR HEATER CO. 
USE THIS COUPON FOR YOUR Dowagiac, Mich. 
COPY OF THE NEW 1933 


PREMIER 











below address. 
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Lowest Prices in Address 
Premier History a 
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Frederick Iron & Steel Co. E. 7th & East Sts., Frederick, 
Ma. 

Freeman Stoker & Engineering Co., 105 E. 63rd St., Chi- 
cago, Ills. 

Friedley-Voshardt Co., 761 Mather St., Chicago, Ills. 

Frigidaire Corp., 31 Main St., Dayton, O. 

Frink Pyrometer Co., Lancaster, O. 

Fuel Appliances, Inc., 305 Leader Bldg., Cleveland, O. 

Fuel Savers, Inc., 15th & Herr Sts., Harrisburg, Pa. 

Fuller-Warren Co., 32nd & Wright Sts., Milwaukee, Wis. 

Furnace Boy Stoker Co., Baker, Ore. 

Fusion Welding Corp., 10257 Torrence Ave., Chicago, Ills. 


G 


Galewski & Son, Inc., A., 151 W. 26th St., New York City. 

Galvin Electric Mfg. Co., 3314 S. Broadway, St. Louis, Mo. 

Gammeter Co., W. F., Lincoln Ave. Extension, Cadiz, O. 

Garden City Fan Co., 332 S. Michigan Blvd., Chicago, Ills. 

Gas Products Co., Columbus, O. 

Gehri & Co., Inc., A., 1117 S. Tacoma Ave., Tacoma, Wash. 

Gem City Stove Co., 508 Linden Ave., Dayton, O. 

General Electrie Co., Schenectady, N. Y. 

General Humidifier Co., 303 Scio St., Rochester, N. Y. 

General Insulating & Mfg. Co., Alexandria, Ind. 

General Machinery Co., E. 3500 Block Riverside Ave., Spo 
kane, Wash. 

Germer Stove Co., Erie, Pa. 

Gilbert & Barker Mfg. Co., Cold Springs Ave., Springfield, 
Mass. 

Gleason Metal Edge Co., Ceres, N. Y. 

Glenwood Range Co., Taunton, Mass. 

Globe Iron Roofing & Corrugating Co., P. O. Box 734, Cin- 
cinnati, O. 

Globe Ventilator Co., 205 River St., Troy, N. Y. 

Gold Seal Furnace Co., 1015 Washington Ave., S. Minneap- 
olis, Minn. 

Goshen Churn & Ladder Co., 1930 Estes Blvd., Goshen, Ind. 

Goshen Mfg. Co., 1001 Reynolds Ave., Goshen, Ind. 

Grabler Mfg. Co., 6565 Broadway, Cleveland, O. 

Grand Rapids Die & Tool Co., 113 Michigan Ave., N. W., 
Grand Rapids, Mich. 

Grand Rapids Furnace Cleaner Co., 1041 Hall St. S. E., 
Grand Rapids, Mich. 

Grand Rapids Wire Products Co., 503 Front Ave., N. W., 
Grand Rapids, Mich. 

Granite City Steel Co., 20th St. & Madison Ave., Granite City, 
Ills. 

Grant Oil Burner Corp., 30 Church St., New York City. 

Gray & Murdock Mfg. Co., 1417 S. State St., Salt Lake City, 
Utah. 

Green Foundry & Furnace Works, Third & Elm Sts., Des 
Moines, Iowa. 

Grinnell Co., Inc., 305 W. Exchange St., Providence, R. I. 

Grumbacher, M., 166 Fifth Ave., New York City. 

Gulf States Steel Co., Brown-Marx Bldg., Birmingham, Ala. 


H 


H. & O. Chain Mfg. Co., 885 Washington St., South Norwalk, 
Conn. 

Hall Metal Products Co., 1811 218th St., Torrance, Cal. 

Hall-Neal Furnace Co., 1322-32 N. Capital Ave., Indianap- 
olis, Ind. 

Hamilton Automatic Stoker Corp., 1637-43 Dixie Highway, 
Hamilton, O. 

Hammer Bray Co., Ltd., 26th Ave. & E. 12th St., Oakland, 
Cama. 

Handelan Mfg. Co., 114 S. Fourth St., Minneapolis, Minn. 

Hardinge Oil Burner Co., 4149 Ravenswood Ave., Chicago, 
Ills. 

Harold Furnace Mfg. Co., E., 3310 Sprague Ave., Spokane, 
Wash. 

Harrington & King Perforating Co., 5649 Fillmore St., Chi- 
cago, Ills. 

Harris Calorific Co., 2828 Washington Ave., Cleveland, O. 

Hart & Cooley Mfg. Co., 61 W. Kinzie St., Chicago, Ills. 

Hart & Crouse Co., Inc., 301 Turner St., Utica, N. Y. 

Hart Mfg. Co., Inc., 2006 N. Western Parkway, Louisville, 
Ky. 

Hart Oil Burner Corp., 2200 N. Adams St., Peoria, Ills. 

Hartzell Propeller Fan Co., 21 Craft St., Piqua, O. 

Harvey Metal Corp., 74th St. & Ashland Ave., Chicago, IIIs. 

Hassall, Inc., John, Clay & Oakland Sts., Brooklyn, N. Y. 

Hauck Mfg. Co., 129 Tenth St., Brooklyn, N. Y. 

Hays Corp., E. Eighth St., Michigan City, Ind. 

Health-O-Mist Humidifier Mfg. Co., James & Waterloo Sts., 
Columbus, Wis. 

Healy-Ruff Co., 765 Hampden Ave., St. Paul, Minn. 

Heating Assurance, Inc., N. 121-3 Browne St., Spokane, 
Wash. 

Heating Systems Mfg. Corp., 307 Scott St., Joliet, Ills. 

Heetrozone Co., 713 2nd Ave., S., Minneapolis, Minn, 

Hegeler Zine Co., Danville, Ills. 

Hendley & Whittemore Co., 6 Blackhawk Blvd., Beloit, Wis. 

Hendrick Mfg. Co., 37 Dundaff St., Carbondale, Pa. 

Henlopen Mfg. Co., Lewis, Del. 
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Henry Furnace & Foundry Co., 3471 E. 49th St., Cleve- 
land, O. 

Herco Oil Burner Co., W. Marion St., Lancaster, Pa. 

Herrmann & Grace Co., 671 Bergen St., Brooklyn, N. Y. 

Hess-Snyder Co., Massillon, O. 

Hess Warming & Ventilating Co., 1211 S. Western Ave., 
Chicago, Ills. 

Hetzel Roofing Products Co., 67 Maine St., Newark, N. J. 

Hewitt Metals Corp., 12th & Stanley Sts., Detroit, Mich. 

Hirschman Co., Inec., W. F., 220 Delaware Ave., Buffalo, 
N. =. 

Hobart Bros. Co., 112 Mitchell Ave., Troy, O. 

Hoersting & Holtmann Co., 1133 W. 38rd St., Dayton, O. 

Holcombe & Hoke Mfg. Co., 1501 Van Buren St., Indianap- 
olis, Ind. 

Holland Furnace Co., Holland, Mich. 

Holtzer-Cabot Electric Co., 125 Armory, Boston, Mass. j 

Home Furnace Co., 6th St. & P. M. Tracks, Holland, Mich. 

Home Stove Co., 501 Kentucky Ave., Indianapolis, Ind. 

Hones, Ine., Charles A., 122 S. Grand Ave., Baldwin, N. Y. 

Hopmann Cornice Co., 2571 Benton St., St. Louis, Mo. 

Horn Co., A. C., 43-36 Tenth St., Long Island City, N. Y. 

Hotstream Heater Co., 7800 Finney Ave., Cleveland, O. 

Howell Electric Motors Co., 408-16 N. Roosevelt Ave., How- 
ell, Mich. 

Howes Co., S. M., 511 Medford St., Charlestown, Mass. 

Hudson Mfg. Co., H. D., 324 3rd Ave., N., Minneapolis, Minn. 

Huffman Mfg. Co., 100 Gilbert Ave., Dayton, O. 

Hugs Mfg. Co., 49th Ave. W. & Superior St., Duluth, Minn. 

Hulson Grate Co., 829 Johnson St., Keokuk, Iowa. 

Hummel Mfg. Co., Inc., 3002 La Salle St., St. Louis, Mo. 

Hussey & Co., C. G., 2850 Second Ave., Pittsburgh, Pa. 

Hyder Furnace Co., 108 S. 15th St., Tacoma, Wash. 


Ideal Electric & Mfg. Co., Mansfield, O. 

Ideal Furnace Co., 2995 E. Grand Blvd., Detroit, Mich. 

Ilg Electric Ventilating Co., 2850 N. Crawford Ave., Chicago, 
Ills. 

Illinois Stoker Co., Alton, Ills. 

Illinois Zine Co., Peru, Ills. 

Imperial Brass Mfg. Co., 1200 W. Harrison St., Chicago, Ills. 

Imperial Electric Co., 64 Ira Ave., Akron, O. 

Independence Stove & Furnace Co., 700 S. Cottage, Inde- 
pendence, Mo. 

Independent Air Filter Co., 29 S, Clinton St., Chicago, IIs. 

Independent Pneumatic Tool Co., 600 W. Jackson Blvd., Chi- 
cago, Ills. 

Independent Register & Mfg. Co., 3747 E. 93rd St., Cleve- 
land, O. 

Ingersoll Steel & Dise Co., 310 S. Michigan Ave., Chicago, 
Ills. a 

Ingle Mfg. Co., 9830 W. Grape St., San Diego, Cal. 

Inland Steel Co., 38 S. Dearborn St., Chicago, Ills. 

Insulite Co., Builders Exchange, Minneapolis, Minn. 

International Fire Equipment Corp., West New Brighton, 
ce 1, Boe. 

International Heater Co., 161 Park Ave., Utica, N. Y. 

International Metal Polish Co., Quill & Belt R. R. 
apolis, Ind. 

International Nickel Co., 67 Wall St., New York City. 

Interstate Machinery Co., 132 S. Clinton St., Chicago, Ils. 

Iona Ventilator Co., Inc., 2821-29 W. Dauphin St., Phila- 
delphia, Pa. 

Iowa Foundry Co., W. 2nd & Cook St., Sioux City, Iowa. 

Iron Fireman Mfg. Co., 3170 W. 106th St., Cleveland, O. 

Iwan Brothers, 1501-1515 Prairie Ave., South Bend, Ind. 


Indian- 


’ 


J 


Jaden Mfg. Co., F., 1601 W. 2nd St., Hastings, Nebr. 

Janette Mfg. Co., 556 W. Monroe St., Chicago, Ills. 

Janos Asbestos Co., 25 Chureh St., New York City. 

Jefferson Electric Co., 25th & Madison St., Bellwood, Ills. 

Jeffery Co., W. H., 2000 Second National Bank Building, 
Toledo, O. 

Johns-Manville, Madison Ave. & 41st St., New York City. 

Johnson Co., Ine., Chas., 918 S. Adams St., Peoria, Ills. 

Johnson Co., S. T., 940-50 Arlington Ave., Oakland, Cal. 

Johnson Gas Appliance Co., 520 E. Ave., N. W., Cedar Rap- 
ids, Iowa. ; 

Johnson, Inc., William, Brenner & Kent Sts., Newark, N. J. 

Johnson Metal Products Co., Erie, Pa. 

Johnson Service Co., 149 E. Michigan St., Milwaukee, Wis. 

Johnston Co., Wm. W., 115 Bayard St., Dayton, O. 

Johnston Gas Furnace Corp., 5368 W. Washington St., Los 
Angeles, Cal. 

Johnston-Jennings Co., 877 Addison Rd., Cleveland, O. 

Johnston Mfg. Co., 2825 E. Hennepin Ave., Minneapolis, 
Minn. 

Jones & Laughlin Steel Corp., Jones & Laughlin Bldg., Pitts- 
burgh, Pa. 

Jordan & Co., Paul R., 631 S. Delaware St., Indianapolis, Ind. 
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WISCONSIN 


Automatic 


HUMIDIFIER 






Constructed of 
Cast Aluminum and Bronze. 
Not affected by hard water or lime. Will not 
overflow or become dry. One adjustment, no service calls necessary. 
Tue operating principal of this humidifier differs 
from others of the same general type in that the water 
level is maintained by expansion and contraction of the 
pan itself. An adjustable tension is provided to control 
the vaporizing surface area. The humidifier is designed 
to operate with about one-eighth of an inch of water. 
As the water evaporates the pan expands, thus opening 
the valve. When water flows into the pan, the pan is 
cooled and contracts, thus shutting off the water flow. 
The humidifier is sold complete with saddle connector 


and necessary fittings. Further details on request. 


DISTRIBUTORS and DEALERS WANTED. 


WISCONSIN HUMIDIFIER SALES CO. 


3373 NORTH HOLTON ST. MILWAUKEE, WIS. 

















| MARSHALLTOWN a SHEARS 


LET MARSHALLTOWN 
SHEARS CUT YOUR LABOR 


















COSTS 


f Put the right 
kind of machine 
on the right 
job. 

Save time and 
labor costs. 





Make it a 
MARSHALL.- 
TOWN. 
)} Let the 
Catalog 
Tell the 
Story— 
The Shear Wriie 
Keeps Sharp for It 
Even After Now 
Months of 
Hard Use There is a 


MARSHALL. 
TOWN fer 
every use. 
Hand — Motor 
—and Belt 
Power. 





a 


| MARSHALLTOWN MFG. CO. 








ARMSTRONG 


BOILER PLATE 
STEEL FURNACES 


SECURE W. solicit the oppor- 
OUR tunity to supply your 
requirements in boiler 
NEW plate steel furnaces. 
LOW The Armstrong is an 
PRICES all riveted steel furnace 
NOW ... the only kind you 


should offer for long 
life and permanently 
tight construction. 


We specialize in build- 
ing steel furnaces for 
manufacturers and 
jobbers. 


ARMSTRONG FURNACE CO. 
COLUMBUS, OHIO 





EVERY FURNACE DEALER 

















| { MORE BUSINESS 


| TODAY 
| WANTS MORE BUSINESS 


{ TOMORROW 


MIDLAND 
FURNACES .. . COAL, OIL OR GAS 


are business builders. A depend-: 
| able aid in acquiring more busi- 
| ness today. In addition they build: 
| up in the public mind a degree of. 
| confidence in you and the product 
you sell that will mean more busi- 
ness tomorrow. 


Midland Furnaces are made from 
heavy boiler plate steel .. . riv- 
eted throughout, including both 
the bedy and radiator. It is the 
only type of construction that ex- 
perience has proven will remain 
permanently tight. 











PRICES will prove extremely 


interesting. Please write us. 


NEW LOW 


MIDLAND FURNACE CO. 
COLUMBUS, OHIO 
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MONEL METAL JOBS 


BUILD 
PROFITABLE BUSINESS 


@ Demand for Monel Metal equipment is constantly grow- 
ing. In every community there are homes, schools, restaurants 
or factories offering a good market for many different kinds 
of Monel Metal jobs. 

Hundreds of sheet metal firms are making money on Monel 
Metal equipment...and there’s no reason why you should not 
do the same. Read the experiences of the successful firms 
featured in our “True Talks” series which appears regularly 
in this magazine...also write us for helpful sales literature. 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 WALL STREET, NEW YORK, N. Y. 





Monel Metal is a registered trade mark applied to an 
alloy containing approximately two-thirds Nickel and 
one-third copper. Monel Metal is mined, smelted, re- 
fined, rolled and marketed solely by International Nickel. 








The mark of quality 
on sheet metal and 


roofers’ supplies 


EAVES TROUGH 
GUTTER HANGERS 
CONDUCTOR PIPE 
CONDUCTOR FASTENERS 
MITRES 
END PIECES AND CAPS 
CONDUCTOR HEADS 
ORNAMENTAL STRAPS 
VENTILATORS, ETC. 
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Kaiser Co., H. S., 986 W. Chicago Ave., Chicago, Ills. 

Kalamazoo Stove Co., Kalamazoo, Mich. 

Kawneer Co., 212 N. Front St., Niles, Mich. 

Keasbey & Mattison Co., Ambler, Pa. 

Keeley Stove Co,. 2nd & Maple Sts., Columbia, Pa. 

Keith Furnace Co., 2603 Dean Ave., Des Moines, Iowa. 

Kelly Co., William J., 446 Adelphi St., Brooklyn, N. Y. 

Kent Co., Inc., 103 Canal St., Rome, N. Y. 

Ke-Ro-Co Heater Co., 132-134 Fourteenth St., Oakland, Cal. 

Kester Solder Co., 4201 Wrightwood Ave., Chicago, Ills. 

Kidder Mfg. Co., Inc., J. F., 426 Colchester Ave., Burling- 
ton, Vt. 

King Ventilating Co., Owatonna, Minn. 

Kinnear Mfg. Co., 736-86 Field Ave., Columbus, O. 

Kirk & Blum Mfg. Co., 2838-52 Spring Grove Ave., Cincin- 
nati, O. 

Klauer Mfg. Co., Dubuque, Iowa. 

Kleenaire Filter Co., Stevens Point, Wis. 

Kleen-Heat Co., 1823 Carroll Ave., Chicago, Ills. 

Klein & Sons, Mathias, 3200 Belmont Ave., Chicago, Ills. 

Klein Stove Co., Trenton Ave. & Tioga St., Philadelphia, Pa. 

Knickerbocker Slate Corp., 355 W. 26th St., New York City. 

Knisely Co., Harry C., 1725 W. 38th St., Chicago, Ills. 

Kohler Mfg. Co., 115 Hornaday Rd., Pittsburgh, Pa. 

Koons Furnace Co., 219 W. Van Buren St., Danville, Ills. 

Koven & Bro., Inc., L. O., Ogden & Koven Aves., Jersey 
City, N. J. 

Kraissl] Co., 24 E. 26th St., New York City. 

Kruse. Co., 353 W. 16th Place, Indianapolis, Ind. 

Kruse & Dewenter Co., 427 E. Washington St., Indianap- 
olis, Ind. 

Kuhnla, Ine., August, 10 Lorimer St., Brooklyn, N. Y. 

Kulair Corp., Finance Bldg., Philadelphia, Pa. 

Kupferle Foundry Co., John C., First & Wright Sts., St. Louis, 


Mo. 
L 


Laco Oil Burner Co., Griswold, Iowa. 

Lakeside Co., Hermansville, Mich. 

Lammert & Mann Co., 221 N. Wood St., Chicago, Ills. 

Lamneck Products, Inc., 416-436 Dublin Ave., Columbus, O. 

Lamson & Sessions Co., 1971 W. 85th St., Cleveland, O. 

Langenberg Mfg. Co., 4525 N. Euclid Ave., St. Louis, Mo. 

Lastik Products Co., Inc., 823 Oliver Bldg., Pittsburgh, Pa. 

Lau Heating Service, Inc., 3116 N. Main St., Dayton, O. 

Lavelle Rubber Co., 320 Illinois St., Chicago, Ills. 

Lay Co., Joseph, 900 Wayne Ave., S., Portiand, Ind. 

Leahy Mfg. Co., 1804 E. 8th St., Los Angeles, Cal. 

Lee Heating Systems, 2637 Koppers Bldg., Pittsburgh, Pa. 

Lee & Son Co., Thomas, 128 W. Second St., Cincinnati, O. 

Leetonia Tool Co., Leetonia, O. 

Leffel Co., James, 426 East St., Springfield, O. 

Leibfried Mfg. Corp., C. H., 97 Guernsey St., Brooklyn, 
M.-Y. 


Leiman Bros., Inc., 147 Christie, Newark, N. J. 

Leland Electric Co., 1501 Webster Ave., Dayton, O. 

Lenk Mfg. Co., 50 Walnut St., Newton Lower Falls, Mass. 

Lennox Furance Co., Inc., 200 Lincoln Highway, Marshall- 
town, Iowa. 

Levow, David, 308 W. 20th St., New York City. 

Lewis Air Conditioners, Inc., 829 Second Ave., S., Minneap- 
olis, Minn. 

Liberty Foundry Co., 7600 Vulcan St., St. Louis, Mo. 

Lincoln Electric Co., 18010 Coit Road, Cleveland, O. 

Linde Air Products Co., 30 E. 42nd St., New York City. 

Liquefied Gas Appliance Co., Inc., 15 N. Main St., Sharps- 
burg, Pa. 

Liquidometer Corp., Skillman Ave. at 37th St., Long Island 
City, N. ¥. 

Littleford Bros., 451 E. Pearl St., Cincinnati, O. 

Logan-Long Co., 37 W. ‘Van Buren St., Chicago, Ills. 

London Furnace Co., London, O. 

Long & Allstatter Co., 4th & High Sts., Hamilton, O. 

Long Controls Co., Inc., Thomas, Leland Ave., South Bend. 
Ind. 

Ludowici-Celadon Co., 104 S. Michigan Ave., Chicago, Ills. 

Lupton’s Sons Co., David, Allegheny Ave. & Tulip St., Phila- 
delphia, Pa. 

Lynn Products Co., 7 Willow St., Lynn, Mass. 

Lyon, Conklin & Co., Inc., Race & McComas Sts., Balti- 
more, Md. 

Lyon Metal Products, Inc., 1931 Montgomery St., Aurora, 


Ills. 
M 


McClave-Brooks Co., Poplar & Park Sts., Scranton, Pa. 

McClure Builders Supply Co., 68 E. Clark St., East Pales- 
tine, O. 

McCormick & Co., J. H., Foot Susquehanna St., Williams- 
port, Pa. 

McIlvaine Burner Corp., 749 Custer Ave., Evanston, Ills. 


tad beet beet beet 


ty ty 
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McLaughlin Sheet Metal Works, 1914 Eye St., Sacramento, 
Cal, 

Magee Sheet Metal Machinery Co., Ypsilanti, Mich. 

Magic Way Gas Heating Appliances, Inc., National City, 
Cal 


al. 

MaGirl Foundry & Furnace Works, P. H., Bloomington, 
Ills. 

Mahon Co., R. C., 8650 Mt. Elliott Ave., Detroit, Mich. 

Mahoning Valley Steel Co., Niles, O. 

Mahr Mfg. Co., 1729 N. 2nd St., Minneapolis, Minn. 

Maine Steel Products Co., 80 Second St., South Portland, 
Maine. 

Maizewood Products Corp., 203 N. Wabash Ave., Chicago, 
Ills. ~ 

Majestic Co., Huntington, Ind. 

Majestic Flashing Co., Reisterstown Road & Elgin Ave., 
Baltimore, Md. 

Majestic Furnace & Mfg. Co., Inc., 1723 Westlake N., Seat- 
tle, Wash. 

Malleable Iron Fittings Co., Branford, Conn, 

Manhattan Perforated Metal Co., Inc., 4317 37th St., Long 
Island City, N. Y. 

Manley Mfg. Co., Bridgeport, Conn. 

Maple City Furnace Co., 605-15 S. Main St., Monmouth, IIls. 

Marion Machine, Foundry & Supply Co., Marion, Ind. 

Marsh Lumber Co., 535-611 Tusc Ave., Dover, O. 

Marshall Furnace Co., Marshall, Mich. 

Marshalltown Mfg. Co., Marshalltown, Iowa. 

Martin, 710 Buchanan St., Fort Wayne, Ind. 

Martin-Copeland Co., 101 Sabin, Providence, R. I. 

Martin Steel Products Co., Longview Ave., Mansfield, O. 

Maryland Air Conditioning Corp., Maryland, O. 

Masonite Corp., 111 W. Washington St., Chicago, Ills. 

Master Electric Co., 100 Davis Ave., Dayton, O. 

Matot, H. A., Poultney, Vt. 

Mattauck Mfg. Co., 2000 E. Main St., Waterbury, Conn. 

May-Fiebeger Co., S. 21st St., Newark, O. 

Mayflower Oil Burner Corp., 5002-4 Hudson Blvd., West New 
York, N. J. 

May Oil Burner Corp., 3500 BE. Biddle St., Baltimore, Md. 

Maze Co., W. H., 1202 Water St., Peru, Ills. 

Mechanical Stoker Corp., 401 Schroyer Ave., S. W., Can- 


ton, O. 

Meier Electric & Machine Co., 3525 E. Washington St., In- 
dianapolis, Ind. 

Mellott Furnace Co., Inc., 16 Townsend St., Pittsburgh, Pa. 

Merc-He-Stat Corp., Elkhart, Ind. 

Mercoid Corp., 4201 Belmont Ave., Chicago, Ills. 

Merrill, W. W., 24 W. Stewart Ave., Redlands, Cal. 

Mesker & Co., Geo. L., 400 N. W. First St., Evansville, Ind. 

Metal Door & Trim Co., La Porte, Ind. 

Metal Products Co., 4108 Spring Grove Ave., Cincinnati, O. 

Metal & Thermit, 120 Broadway, New York City. 

Metalace Corp., 60 K St., South Boston, Mass. 

Metallic Sash Operator Co., 4367 Duncan Ave., St. Louis, Mo. 

Meyer & Bro. Co., F., 1313 S. Adams St., Peoria, Ills. 

Meyer Furnace Co., 1300 S. Washington St., Peoria, Ills. 

Meyers Fuel Saver Co., Inc., Janesville, Wis. 

Michigan Tank & Galvanizing Co., 14101 Prairie Ave., De- 
troit, Mich, 

Micro Corp., Bettendorf, Iowa. 

Micro Products Co., 140 Keystone St., Peoria, Ills. 

Midland Foil Co., 1269 S. Campbell Ave., Chicago, Ills. 

Midland Furnace Co., Olentangy River Rd., Columbus, O. 

Mid-West Forging Co., 38 S. Dearborn St., Chicago, Ills. 

Milburn Co., Alexander, 1416-1428 W. Baltimore St., Balti- 
more, Md. 

Milcor Steel Co., S. 41st & W. Burnham Sts., Milwaukee, 


Wis, 

Miller & Doing, Inc., 60 York St., Brooklyn, N. Y. 

Miller Floor Furnace Co., 2165 39th Ave., Oakland, Cal. 

Mill-Rose Co., 2498 E. 79th St., Cleveland, O. 

Milwaukee Brush Mfg. Co., 2236 N. 30th St., Milwaukee, Wis. 

Milwaukee Welded Steel Corp., 3842 W. Burnham St., Mil- 
waukee, Wis. 

Mineral Felt Co., Albion St., Toledo, O. 

Minneapolis-Honeywell Regulator Co., 2747 Fourth Ave., S., 
Minneapolis, Minn. 

Minn-Kota Foundry & Mfg. Co., 201-205 Second St., N., 
Fargo, N. Dak. 

Modern Coal Burner Co., 3733 N. Lincoln Ave., Chicago, Ills. 

Modern Iron Works, 520-40 S. 5th St., Quincy, Ills. 

Modine Mfg. Co., Racine, Wis. 

Moeller Instrument Co., 263 Sumpter St., Brooklyn, N. Y. 

Mohawk Asphalt Heater Co., 56 Weaver St., Schenectady, 
a # 


Moline Gauge Works, Moline, Ills. 

Monarch Mfg. Works, Inc., Salmon & Westmoreland, Phila- 
delphia, Pa. 

Monarch Metal Weathership Corp., 5020 Penrose St., St. 
Louis, Mo. . 

Moncrief Furnace Co., P. O. Box 1673, Atlanta, Ga. 

Montag Stove & Furnace Works, 101 W. Columbia Blvd., 
Portland, Ore. 

Moore Brothers Co., Benton St., Joliet, Ills. 

Moore & Kling, Inc., 221 High St., Boston, Mass. 

Morrison Bros., 24th & Elm Sts., Dubuque, Iowa. 

Motor Improvements, Inc., 365 Frelinghuysen Ave., Newark, 
N. J. 

Motorstokor Corp., 290 Hudson St., New York City. 

Motor Wheel Corp., Heater Division, 217 S. Grand St., Lan- 
sing, Mich. 
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Tomorrow’s Development 


TODAY! 


Not just ANOTHER Booster 
fan, but THE Booster fan! 


ROAN 


Automatically Controlled 
FURNACE FAN 








Showing 
Fan C , 
_ 2 Showing installed position of Roan Fan Unit. 











The Fan Speed 


Varies in direct proportion 
to the 


slightest variation 
of 


bonnet temperature 
> 
Nothing less than 


100% 
FURNACE and FAN CO-ORDINATION 


+ 


This is the IDEAL attained only by the 


ROAN 


Ask your jobber for attractive proposition 


or write direct 


ROAN MFG. CO. 


1220 WASHINGTON AVE., RACINE, WIS. 
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Mt. Vernon Furnace & Mfg. Co., Mt. Vernon, Ills. 

Mueller Furnace Co., L. J., 339 S. Second St., Milwaukee, Wis. 
Muncie Gear Co., Muncie, Ind. 

Mundt & Sons, Charles, 53 Fairmount Ave., Jersey City, N. J. 
BS St Murray-Ohio Mfg. Co., 1100 E. 152nd St., Cleveland, O. 
Better 
Product” 






































N 





- 
y ma eas 7 . iz ° ‘ 
E CONOMIS rs say Equip yourself with . National Brass & Copper Co., Lisbon, O. 
that 1933 will see the line that has all of the National Foundry & Furnace Co., 1144 Bolander Ave., Day- 
start of our return to features possessed by a Bese : PRES. a Nar 
. é . ° National Lead Co. sroadway, New Yor vity. 
ancial condi- »s and many fea- age 
normal financial condi- most lines and ae al etismad Seek Go.” ecient. tas. 
tions throughout the tures possessed » HR etic National Oil Products Co., Essex St. & Passaic River, Har- 
country. Heating dealers lines . . . the VERNOIS rison, N. J. 
: * , a National Screw & r Co., 2446 E. 75th St., Cleveland, O. 
ta y > , sy is Line bones and assure your National Screw & Mfg. Co., " 3 
everywhere will be “nn if of : ppc g™ National Super Service Co., 1944 N, 13th St., Toledo, 0. 
ing strong bids for the SC , oO bes gooe s Neal & Co., 206 Penna. Ave., E., Warren, Pa. 
business that opens up. _ this business. New Albany Machine Mfg. Co., New Albany, Ind. 


Newcomb Spring Corp., 237 40th St., Brooklyn, N. Y. 

New Delphos Mfg. Co., 102-24 S. Pierce St., Delphos, O. 

New Jersey Zinc Co., 160 Front St., New York City. 

New Method Stove Co., Elm St., Mansfield, O. 

Newport Rolling Mill Co., Ninth & Lowell Sts., Newport, Ky. 

Newton Steel Co., Youngstown, O. 

New York Blower Co., 3155 Shields Ave., Chicago, Ills. 

Niagara Blower Co., 673 Ontario St., Buffalo, N. Y. 

Niagara Machine & Tool Works, 637 Northland Ave., Buf- 
falo, N. Y. 

Nichols Mfg. Co., L. O., 1619 Walnut St., Kansas City, Mo. 

Norman Sheet Metal Mfg. Co., W. F., 212-236 N. Cedar St., 
Nevada, Mo. 

Norristown Magnesia & Asbestos Co., Norristown, Pa. 











| MT. VERNON 
FURNACE & 
MFG. CO. 


Mr. VERNON, ILLINOIS 


uq 
























VERNOIS 





Better Built Wy Enameled North Bangor Slate Co., Bangor, Pa. 
FURNACE CIRCULATOR Northern Pump Co., 920 18th Ave., N. E., Minneapolis, Minn. 


Northwestern Stove Repair Co., 622 W. Roosevelt Rd., Chi- 
cago, Ills. 

Nortmann Duffke Co., 2740 S, 32nd St., Milwaukee, Wis. 

Novy Ventilator Mfg. Co., 214 E. Broadway, Muskogee, Okla. 

Nugent & Co., Wm. W., 410 N. Hermitage Ave., Chicago, Ills. 

Nugent Sons, Ine.,, Thos., 223 E. 80th St., New York City. 

Nu-Way Corp., 2416 4th Ave., Rock Isiand, Ills. 





















VERNOIS 
Gas 
RANGE 























O 


Oakland Foundry Co., Ave. A & L. & N. Tracks, Belleville, 


* Ills. 
A Complete 6% Obermayer Co., S., 2559 W. 18th St., Chicago, Ills. 
gcse O’Brien Brothers Slate Co., Ine., Granville, N. Y. 
s p a O. C. Mfg. Co., Orange City, Iowa. 
Line of arts — Ohio Electric Mfg. Co., 5902 Maurice Ave., Cleveland, O. 
= Ohio Varnish Co., 9001 Kinsman Rd., Cleveland, O. 
e " — Ohio Wire Products Co., 117 W. Front St., Dover, O. 
at factory prices a Ohl & Co., Geo. A., 151-161 Oraton St., Newark, N. J. 
gd ae — Paint & Refining Co., 140 S. Dearborn St., Chicago, 
Ss. 
‘ Oil-American Burner Corp., 128 Hawthorne St., Roselle 
We can ship promptly, parts Park, N. J. 


Oil-Elec-Triec Engineering Corp., Bethlehem, Pa. 
Oil Reduction Co., 9 S. Clinton St., Chicago, Ills. 
Old Bangor Slate Co., Bangor, Pa. 


for the following furnaces: 








corn G Leeson 
— yg Rudy Orbon Stove Co., Belleville, Ills. 
American Great Boll | ee Suecess Orr & Sembower, Inc., Reading, Pa. 
Caloric Hercules Moncrief — Osborn Co., J. M. & L, A., 1541-51 E. 38th St., Cleveland, O. 
on pero ener Titan Osborn Mfg. Co., Hamilton Ave. & Thomas St., Cleveland, O. 

Empire Ideal Niagara ot Otis Steel Co., 3451 Jennings Rd., Cleveland, O. 
Eureka Euternational Ottawa War Overly & Sons, W. F., Greensburg, Pa. 

vorite Kalamazoo Perfect Welcome Owens-Illinois Glass Co., 965 Wall St., Toledo, 0. 
Floral City Kernan Premier Williamson 

‘ollansbee Lackawanna Princess Wolverine, and 
Fox Laurel Progressive All Others p 





THE STAR STEEL: SUPPLY CO. Pacific Gas Appliance in, iaeauae tk aan one sll | 





Pacific Gas Radiator Co., i 
Parts for all makes of ington Park, Cal. 

ad S B W Pacific Heating Co., 1451 Stevenson St., San Francisco, Cal. ] 
Furnaces a team Boilers Pacific States Felt & Mfg. Co., 845 Howard St., San Fran- 1 
cisco, Cal. ’ ] 
7516-22 OAKLAND AVE., DETROIT, MICH. Paragon Kol-Master Corp., Oregon, Ills. : ] 
Parker Co., Ine., C. W., 1210 Jackson St., Omaha, Nebr. i 

. Parker-Kalon Corp., 200 Varick St., New York City. 
Boiler Parts. Parker Wire Goods Co., Washington & Lamartine Sts., Wor- I 
American Winchester Ideal—All Types Pebco Richardson cester, Mass. I 
Arco Continental I - al aoe ‘ Reval Parkersburg Iron & Steel Co., Parkersburg, W. Va. I 
Creole -Sol Floral City Mueller ey. To am Gites Parks-Cramer Co., 790 Main St., Fitchburg, Mass. 
Patterson Ladder Co., 19th & Adeline, Oakland, Cal. I 
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Payne Furnace & Supply Co., 338 Foothill Rd., Beverly 
Hills, Cal. 

Payson Mfg. Co., 2916-30 Jackson Blvd., Chicago, Ills. 

Peck, Stow & Wilcox Co., Southington, Conn. 

Pecora Paint Co., 3rd & Sedgley Sts., Philadelphia, Pa. 

Peerless Electric Co., 2000 W. Market St., Warren, O. 

Peerless Foundry Co., 1853 Ludlow Ave., Indianapolis, Ind. 

Pels & Co., Inc., Henry, 90 West St., New York City. 

Penn Electric Switch Co., 2000 E. Walnut St., Des Moines, 
Iowa. 

Penn Metal Co. of Penn., Oregon & Swanson, Philadelphia, 
Pa. 

Pennsylvania Furnace & Iron Co., 316 Pine St., Warren, Pa. 

Pentecost & Craft Co., 429 Wabash Ave., Terre Haute, Ind. 

Perfection Stove Co., 7609 Platt Ave., Cleveland, O. 

Perfex Corp., P. O. Station D, Milwaukee, Wis. 

Petroleum Heat & Power Co., Stamford, Conn. 

Petrometer Corp., 35 Purvis St., Long Island City, N. Y. 

Pfanstiehl Chemical Co., Manufacturers Terminal, Wauke- 
gan, Ills. 

Pheoll Mfg. Co., 5710 Roosevelt Rd., Chicago, Ills. 

Philadelphia Metal Stamping Co., 107 Erie St., Camden, N. J. 

Philipp Mfg. Co., Easthampton, Mass. 

Phillip & Buttorff Mfg. Co., Nashville, Tenn. 

Phillips Heating, Ventilating & Mfg. Co., 1710 W. Washing- 
ton St., Los Angeles, Cal. 

Pierce Roofing Co., Olean, N. Y. 

Pilley Packing & Flue Brush Mfg. Co., 606 S. 3rd St., St. 
Louis, Mo. 

Pilling & Son Co., Geo. P., Arch & N. 23rd St., Philadelphia, 
Pa. 

Pioneer Heat Regulator Corp., 100 Davis Ave., Dayton, O. 

Piqua Blower Co., Piqua, O. 

Pneumercator Co., Inc., 305 E. 46th St., New York City. 

Polk Mfg. Co., 2021 Winnebago St., Madison, Wis. 

Porter Corp., J. E., Guion St., Ottawa, Ills. 

Portland Stove Foundry Co., 57 Kennebec St., Portland, 
Maine. 

Portsmouth Stove & Range Co., Portsmouth, O. 

Potomac Mfg. Co., 1000 Clinton St., Philadelphia, Pa. 

Potter, Austin E., Brooklyn, N. Y. 

Powers Regulator Co., 2757 Greenview Ave., Chicago, Ills. 

Precision Thermometer & Instrument Co., 1433 Brandywine, 
Philadelphia, Pa. 

Preferred Utilities Mfg. Corp., 33 W. 60th St., New York 
City. 

Premier Warm Air Heater Co., Dowagiac, Mich. 

Prizer-Painter Stove Co., Reading, Pa. 

Progressive Foundry Works, Inc., 10 Mt. Read Blvd., Roches- 
ter, N. Y. 

Pryne & Co., Ine., 771 E. 15th St., Los Angeles, Cal. 


Y 


Quaker Mfg. Co., 228 N. LaSalle St., Chicago, Ills. 
Quakertown Stove Works, Quakertown, Pa. 
Quickwork Co., Jackson St., St. Marys, O. 


R 


R-S Products Corp., Germantown Ave. at Wayne Junction, 
Philadelphia, Pa. 

Ramey Mfg. Co., 243 N. 5th St., Columbus, O. 

Ranney Filter Co., Maynard, lowa. 

Ravenna Furnace & Heating Co., Ravenna, O. 

Rawlplug Co., Inc., 98 Lafayette St.. New York City. . 

Ray Burner Co., 401 Bernal Ave., San Francisco, Cal. 

Raymond Lead Works, 900 W. 18th St., Chicago, Ills. 

Reading Iron Co., 401 N. Broad St., Philadelphia, Pa. 

Reeves Mfg. Co., Dover, O. 

Reif-Rexoil, Inc., 37 Carroil St., Buffalo, N. Y. 

Reliance Electric & Engineering Co., 1088 Ivanhoe Rd., 
Cleveland, O. 

Reliance Mfg. Co., 712 Rebecca Ave., Wilkinsburg, P. O., 
Pittsburgh, Pa. 

Remington Keystone Mfg. Co., 400 Chester Pike, Ridley 
Park, Pa. 

Republic Flow Meters Co., 2260 Diversey Parkway, Chicago, 
Ills. 

Republic Steel Corp., Republic Bldg., Youngstown, O. 

Revere Copper & Brass, Inc., 230 Park Ave., New York City. 

Reznor Mfg. Co., Mercer, Pa. 

Richards-Wilcox Mfg. Co., 316 W. Third St., Aurora, Ills. 

Richardson & Boynton Co., 244 Madison Ave., New York 
City. 

Richardson Roofing Co., 31 St. James St., Boston, Mass. 

Richmond Fireproof Door Co., Richmond, Ind. 

Richmond Stove Co., 6th & Morgan Sts., Richmond, Va. 

Riddell Stoker Co., 726 N. Eutaw St., Baltimore, Md. 

Ridgley Trimmer Co., Springfield, O. 











Welcome 
iL * ja 


bringing back normal busi- 
ness conditions. We believe 
we have seen the last of the 
lean days and that we are 
ready to go once again in 
the right direction. 


And when business does 
pick up noticeably and 
once again you’re under 
full steam, those shears 
that have been serving the 
purpose should be renewed. 


With a lot of work on hand 
you need shears that stand 
the gaff, that have stuff in 
them, that are portable and 
can be carried to the job 
and used as snips. 


And that means the 
VIKING Shear. Remember 
it for the sake of your cus- 
tomer. It saves them money 
in labor. And it does the 
job quickest and best for 


you. 
VIKING SHEAR CO. 
ERIE PA. 





The VIKING Shear 


So Or al a ee others say 
XLALL =<? WARM AIR FURNACE 


[PAT- APPLIED FOR] 
























CHINE WORKS , 
UNDRY & MA - 
DESHLER ist Ave., Deshler, 


ortable fe pa 
The ote oon over-sized Cc 
r fu 
yorstion chamber 
three cowry 
er 
a np 0 resulting in 
diation. 


nc = 


= Write loday for your 
Free Copy of the Interesting XLALL 
furnace Bood and Dealer Proposition 
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|\CHICAGO 
Steel Slitting 


SHEARS 


Light — Powerful — Durable 


ade of pressed steel and equipped 

Capacity 10 gauge with hold-down. Blades of high- 

Soe ei or est grade crucible steel. Most indis- 
tach. Pint Base “ot i de shears made. 

2” Wei ds, pensable high grade she: 

aa aican Net Equal to other shears selling at over 


ice $15.00 Net 
: 0. . “io twice the price. Order Yours Today. 


DREIS & KRUMP MFG. COMPANY 
7404 LOOMIS STREET, CHICAGO, ILL. 


FURNACE & BOILER 
REPAIRS 


GRATE BARS AND RESTS, FIRE 
POTS, FEED SECTIONS, 
FIRE BRICK, ETC. 
° 
IN STOCK ... READY FOR 
IMMEDIATE SHIPMENT 
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12°18 NO.THIRD ST...ST.LOUIS. 


FILTAIRE 


The new filter for warm air pipes on grav- 
ity systems. An effective cleaning device. 
Sells easily. 








An excellent “off 
season”’ profit item. 


Write for Dealer 
Proposition 


FILTAIRE 
CORPORATION 


lll W. BRUCE STREET MILWAUKEE, WIS. 


Prerloss. 


Bi ww ec RS - 
FURNACE FANS 


MOTORS & CONTROLS 





























UNCONDITIONALLY 
GUARANTEED 


The Peerless unconditional 
guarantee takes al/ motor re- 
sponsibility off your shoulders 
and satisfies your customer. 
Also complete units and parts 
for warm air fan and blower 
systems of the same high qual- 
ity as motors can be supplied 
to the furnace manufacturer, 
dealer and contractor. Write 
for complete catalog. 




















THE PEERLESS ELECTRIC COMPANY, Established 1893 


2500 MARKET STREET 
WARREN, OHIO 


Complete Engineering Service for the Asking Ue 
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Riester & Thesmacher Co., 1526 W. 25th St., Cleveland, O. 

Riley Stoker Corp., 11 Neponset St., Worcester, Mass. 

Risdon Sales Corp., 2925 Fairmont St., Seattle, Wash. 

Rising & Nelson Slate Co., West Pawlet, Vt. 

Rival Strap Corp., 308 W. 20th St., New York City. - 

Roan Mfg. Co., 1220 Washington Ave., Racine, Wis. 

Robbins Mfg.°Co., 1815 N. Central Park Ave., Chicago, Ills. 

Robbins & Myers, Inc., 1932 Thomas St., Springfield, O. 

Roberts Gordon Appliance Corp., 137 Arthur St., Buffalo, 
N. Y. 

Robertshaw Thermostat Co., Youngwood, Pa. 

Robertson Co., H. H., Grant Bldg., Pittsburgh, Pa. 

Robertson Steel & Iron Co., W. F., 71 Elm St., Cincinnati, O. 

Robinson Furnace Co., 213 W. Austin Ave., Chicago, Ills. 

Robinson Heating & Ventilating Corp., 632-646 Erie St., S., 
Massillon, O. 

Robot Stoker Mfg. Corp., 26 Walter St., Staten Island, N. Y. 

Rochester Mfg. Co., Inc., Brighton Sta., Rochester, N. Y. 

Rock Island Register Co., 2435 Fifth Ave., Rock Island, IIls. 

Rock Island Stove Co., 3rd Ave. & 4th St., Rock Island, Ills. 

Roesch Enamel Range Co., N. 24th St., Belleville, Ills. 

Roper Corp., Geo. D., Blackhawk Park Ave., Rockford, Ills. 

Rosebraugh Co., W. W., 680 S. 17th St., Salem, Ore. 

Round Oak Furnace Co., Dowagiac, Mich. 

Royal Mfg. Co., 605-15 Lafayette St., Fort Wayne, Ind. 

Royal Ventilator Co., 415 Locust St., Philadelphia, Pa. 

Rubberset Co., 56 Ferry St., Newark, N. J. 

Ruberoid Co., 99 Madison Ave., New York City. 

Ruby Chemical Co., 68-70 McDowell St., Columbus, O. 

Rudy Furnace Co., Dowagiac, Mich. 

Russell Mfg. Co., Inc., John M., Naugatuck, Conn. 

Rustless Iron Corp. of America, 72 Wall St., New York City. 

Rutland Fire Clay Co., 91 Curtis Ave., Rutland, Vt. 

Rybolt Heater Co., Miller St., Ashland, O. 

—— & Son, Inc., Joseph T., 2558 W. 16th St,. Chicago, 

s. 


S 


Safe Automatic Heat Control Co., 13200 Strathmoor 
Detroit, Mich. 

Saginaw Salt Products Co., Box 328, Saginaw, Mich. 

Saino Mfg. Co., F. L., 70 W. Colorado Ave., Memphis, Tenn. 

St. Clair Foundry Corp., Wilson Ave., Centralia, Ills. 

St. Louis Heating Co., 2901-11 Elliot Ave., St. Louis, Mo. 

St. — Corrugating Co., Wabash & Water Sts., St. Paul, 

nn. 

Sall Mountain Co., 176 W. Adams, Chicago, Ills. 

Sallada Mfg. Co., Inc., 3816 Grand Ave., Minneapolis, Minn. 

Savage Co., Inc., W. J., Knoxville, Tenn. 

Scaife & Sons Co., Wm. B., Oakmont, Pa. 

Schaeffer Brush Mfg. Co., 1009 S. 2nd St., Milwaukee, Wis. 

Schatz Mfg. Co., Poughkeepsie, N. Y. 

Schill Bros. Co., Crestline, O. 

Schoedinger Co., F. O., 322-358 Mt. Vernon Ave., Columbus, O. 

Schutte & Koerting Co., 1254 N. 12th St., Philadelphia, Pa. 

Schwab Furnace & Mfg. Co., 123 Gilt Edge Ave., Cedar 
Grove, Wis. 

Schwab & Sons Co., R. J., 605 S. First St., Milwaukee, Wis. 

Schweizer Co., Chas. K., 422 N. 8rd St., St. Louis, Mo. 

— re Laboratories, 1935 E. 55th St., Paines- 
ville, O. 

Scientific Heater Co., 804 Prospect, 4th Bldg., Cleveland, O. 

Scott-Newcomb, Inc., 1922 Pine St., St. Louis, Mo. 

Security Stove & Mfg. Co., 1630 Oakland, Kansas City, Mo. 

Servel Sales, Inc., Evansville, Ind. . 

Sexton Stove & Mfg. Co., S. B., 501 W. Conway St., Balti- 
more, Md. 

ee Lock Washer Co., 2501 N. Keeler Ave., Chicago, 

s. 

Sharon Steel Hoop Co., Sharon, Pa. 

Sheer Co., H. M., 123 Hampshire St., Quincy, IIls. 

Sheldon & Co., E. H., 149 Thomas St., Muskegon, Mich. 

Sheldon Slate Co., F. C., Granville, N. Y. 

Shiloh Mfg. Co., 314 E. 5th St., Dayton, O. 

Silent Glow Oil Burner Corp., 1477 Park St., Hartford, Conn. 

Silent Knight Oil Burner Co., Marshalltown, Iowa. 

Simplex Oil Heating Corp., 30 Church St., New York City. 

Sioux City Foundry & Boiler Co., Box 298, Sioux City, Iowa. 

Skuttle Co., J. L., Dowagiac, Mich. 

Smith & Kanzler, Inc., Elizabeth, N. J. 

Smith & Sons, Inc., David H., 5100 Second Ave., Brooklyn, 
| ee ¢ 

Smith Welding Equipment Corp., 2633 S. E. 4th St., Minne- 
apolis, Minn. 

Solar Appliance Corp., 11915 Detroit Ave., Cleveland, O. 

Somers, Inc., H. J., 1984 W. Lafayette Blvd., Detroit, Mich. 

Somerville Stove Works, Somerville, N. J. 

Sonner Burner Co., Winfield, Kan. 

Soule Steel Co., 1750 Army St., San Francisco, Cal. 

Southbridge Roofing Co., Southbridge, Mass. 

Southern States Iron Roofing Co., Stiles Ave., Savannah, Ga. 

Spear Stove & Heating Co., James, 1823 Market St., Phila- 
delphia, Pa. 

Sprayo-Flake Co., 836 E. Bay St., Milwaukee, Wis. 

Springman Metal Specialty Co., 1234 Mt. Elliott Ave., De- 
troit, Mich. 

Standard Asbestos Mfg. Co., 820 W. Lake St., Chicago, Ills. 

Standard Engineering Works, 4339 Duncan Ave., St. Louis, 

: ee 


Ave., 
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Standard Foundry & Furnace Co., 1801 Pleasant St., De Kalb, 


Ills. 

Standard Furnace & Supply Co., 407 S. 10th St., Omaha, 
Nebr. 

Standard Heating & Radiator Co., 222 Penn Ave., Pitts- 
burgh, Pa. 


Standard Pressed Steel Co., Jenkintown, Pa. 

Standard Rolling Mills, Inc., 266 Calyer St., Brooklyn, N. Y. 

Standard Stamping & Perforating Co., 3131 W. 49th Place, 
Chicago, Ills. 

Standard Ventilator Co., Lewisburg, Pa. 

Stanley Works, 195 Lake St., New Britain, Conn. 

Stanton Heater Co., Martins Ferry, O. 

Star Electric Motor Co., 144 Miller St., Newark, N. J. 

Star Expansion Bolt Co., 147 Cedar St., New York City. 

Star Furnace & Foundry Co., Cherry St. & I. C. R. R., Evans- 
ville, Ind. 

Star Steel Supply Co., 7516 Oakland Ave., Detroit, Mich. 

Staynew Filter Corp., 25 Leighton Ave., Rochester, N. Y. 

Stefco Steel Co., Michigan City, Ind. 

Stewart Co., O. S., 887 E. 67th St., Cleveland, O. 

Stilphen Engineering & Mfg. Co., C. A., 1128 Eighteenth 
St., Denver, Colo. 

Stoker-Matic Corp., 161 Pierpont Ave., Salt Lake City, Utah. 

Stolp Co., Inc., Geneva, N. Y. 

Stolte Stoker Corp., 520 S. New Jersey St., Indianapolis, Ind. 

Stover Mfg. & Engine Co., Freeport, Ills. 

Strang Air Conditioning Corp., Commerce Bldg., Kansas 
City, Mo. 

Streine Tool & Mfg. Co., 
Bremen, O. 

Structural Slate Co., Pen Argyl, Pa. 

Sturtevant Co., B. F., 16 Damon St., Hyde Park, Boston, 
Mass. 

Sturtevant-Cooling & Air Conditioning Corp., 16 Damon St., 
Hyde Park, Boston, Mass. 

Summerheat Corp. of America, Dowagiac, Mich. 

Summit Foundry Co., Geneva, N. Y. 

Sundstrand Sales Co., 2592 Ninth St., Rockford, Ills. 

Super Fan Mfg. Co., E. Albran St., Freeport, Ills. 

Super Oil Heater Co., 613 Connecticut Blvd., East Hartford, 
Conn. 

Superior Sheet Steel Co., Canton, O. 

Superior Steel Corp., Grant Bldg., Pittsburgh, Pa. 

Supreme Electric Products Corp., 425 Clinton Ave., S., 
Rochester, N. Y. 

Supreme Heater & Ventilating Corp., 1915-19 Pine St., St. 
Louis, Mo. 

Surface Combustion Corp., 2375 Door St., Tolédo, O. 

Swaine. Mfg. Co., Fred J., 1300 N. Seventh St., St. Louis, Mo. 

Swartwout Co., 18511 Euclid Ave., Cleveland, O. 

Swift Equipment Manufacturers, 12 E. Third St., West 
Alexandria, O. 

Swindell Dressler Corp., P. O. Box 1753, Pittsburgh, Pa. 

Symonds Register Co., 3117-23 Minnesota Ave., St. Louis, 
Mo. 

Syracuse Fire Door Corp., Syracuse, N. Y. 


125-132 S. Herman St., New 


T 


Taft Oil Burner Co., 895 Boylston St., Boston, Mass. 

Tagliabue Mfg. Co., C. J., 540 Park Ave., Brooklyn, N. Y. 

Taylor Co., N. & G., Bowen & Lafayette Aves., Cumberland, 
Md. 


Taylor-Hall Welding Corp., 100 Hope Ave., Worcester, Mass. 

Taylor Instrument Companies, West Ave. & Ames St., Roch- 
ester, N. Y. 

Taylor-Winfield Corp., 1500 Mahoning Ave., Warren, O. 

Technical Products Co., 2308 Main St., Sharpsburg Sta., 
Pittsburgh, Pa. 

Teeple Co., L. R., 540 E. Ninth St., Portland, Ore. 

Teesdale Mfg. Co., 429 Market St., Grand Rapids, Mich. 

Tennessee Coal, Iron & R. R. Co., 2000 Ist Ave., Birming- 
ham, Ala. 

Texo Heater & Mfg. Corp., 220-230 Madison Ave., Coving- 
ton, Ky. 

Thatcher Co., 39 St. Francis St., Newark, N. J. 

Thermal Units Mfg. Co., W. Pershing Rd. & Loomis St., 
Chicago, Ills. 

Thermax Corp., 228 N. La Salle St., Chicago, Ills. 

Thermoil Heaters, 623 W. Main St., Benton Harbor, Mich. 

Thiele Co., L. C., 105 S. Meridian St., Indianapolis, Ind. 

Thomas-Gibb Electric Welding Co., 3022 N. Water St., Bay 
City, Mich. 

Thompson & Co., P. O. Box 557, N. S., Pittsburgh, Pa. 

Thompson Mfg. Co., 3001 Larimer St., Denver, Colo. 

Tidewater Engineering Co., Gloucester, Mass. 

Tierney Rotor Ventilator Co., 239 4th Ave., S. Minneapolis, 
Minn. 

Tiffin Art Metal Co., Tiffin, O. 

Tillery’s Little Janitor Clock Co., 55-57 Orchard St., Newark, 
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Tre very definite 
turn to steel in modern home 
construction indicates a volume 
of new business for sheet metal 
workers. This is not only true of 
new construction but in remod- 
eling work a decided preference 
for steel ceiling work has estab- 








lished a very profitable market. 
The CANTON Line of Steel 
Ceilings provides you with every 
sales help necessary to secure 


this profitable business. News- 
paper engravings stimulate sales 
—these are yours at your re- 
quest. Write for full information. 


Sold through leading Sheet Metal 


Jobbers 


in the United States 


CANTON STEEL CEILING CO., CANTON, O. 
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HEAT BOOSTER PROFITS NOW 


AVAILABLE 


Talk Heat Boosters in con- 
nection with repair work. 
Talk about the A-C, its ad- 
vantages to users, and re- 
member its profit possibili- 
ties to you. Furnace re- 
pairing and A-C_ Booster 
profits go hand in hand. 
Write for our story and tell 
it to your prospects. 








cAutomatic 
|HEAT BOOSTEF 





A-C MANUFACTURING CO. 
417 Sherman Ave., 
Pontiac, Tl. 




















CLARM 


HUMID-A-STAT 
AND WATERSTAT 
BETTER HUMIDIFIERS 


CORROSION PROOF 
A Cold Valve Operating Inside a Water 
Sealed Air Chamber, Does 
the Trick 
CLARM MECHANICAL DEVICES CO. 
410-12 South Elizabeth St. 


Lima, Ohio 
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New Long Automatic Regulator 


A Fuel-Saving, Non-Electric, 100% Safety Device 
Your First Investment your:Only Cost 
A positive, sensitive, fool-proof regulator 
A steady fire, means an even room Temperature 








‘\ 











THOMAS LONG CONTROLS CO., Inc. 


624 LELAND AVE. 


SOUTH BEND, INDIANA 








FURNACE REPAIRS 


To Fit 
All 

Makes of 
Furnaces 





Quick 
Service 
by Express 
Freight or 
Truck 


SEND FOR OUR NEW CATALOG 
THE PEERLESS FOUNDRY COMPANY 


INDIANAPOLIS 


INDIANA 








"i | 


" Wi | 


A Product of FORCT-AIR CO. Rockford, Il. 





°C. Oe F 


BOOSTER 
A Complete Unit 


A one pipe unit designed 
for installation in a single 
warm air run. For old or 
new jobs. Ideal for hard 
to heat rooms such as 
bathrooms, bedrooms, sun 
rooms, garages. Each unit 
furnished with room con- 
trol. 


Lior eres... .., $18.00 


Further information and discounts 
on request. Address Dept. A 














When you finish 
reading American 
Artisan this month 
pass it on to others in 
your organization. 
Mark the articles in 
which they should be 
interested. 








FILE this COPY 





Then file it for fu- 
ture reference. You 
never know when 
you will encounter a 
problem in your 
business that is cov- 
ered in this very 
issue. 
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Tilley Ladders Co., John S., 100-22 Second St., Watervliet, 
N.. %. 

Timken-Silent Automatic Co., 100 Clark St., Detroit, Mich. 

Tips, Inc., 1418 W. Baltimore St., Baltimore, Md. 

Titeflex Metal Hose Co,,- 502 Frelinghuysen Ave., Newark, 
N.. J. 

Toledo Machine & Tool Co., 1420 Hastings St., Toledo, O. 

Torechweld Equipment Co., 224 N. Carpenter St., Chicago, 
Ills. 

Torrington Mfg. Co., 2 Franklin St., Torrington, Conn. 

Townsend Co., New Brighton, Pa. 

Trane Co., 212 Cameron St., La Crosse, Wis. 

Tropical Paint & Oil Co., 1210-52 W. 70th St., Cleveland, O. 

Truscon Steel Co., 1315 Albert St., Youngstown, O. 

Tubular Heating & Ventilating Co., 232 Quarry St., Phila- 
delphia, Pa. 

Turner Brass Works, 823 Park Ave., Sycamore, IIIs. 

Turner & Seymour Mfg. Co., Torrington, Conn. 

Turner-Warner Screw Co., North Kansas City, Mo. 

Tuthill Pump Co., 131 W. 63rd St., Chicago, Ills. 

Tuttle Air Filter Co., 1014 W. Main St., Louisville, Ky. 

Tuttle & Bailey Mfg. Co., 70 Berry St., Brooklyn, N. Y. 

Twentieth Century Heating & Ventilating Co., Ira & Edison 
Ave., Akron, O. 

Typhoon Fan Co., 345 W. 39th St., New York City. 


U 


U. S. L. Battery Corp., 1800 Highland: Ave., Niagara Falls, 
| fo A 

Uehling Instrument Co., 21 Vesper St., Paterson, N. J. 

Una Welding & Bonding Co., 1615 Collamer Ave., Cleve- 
land, O. 

Uni-Fire Co., 6560 Cass Ave., Detroit, Mich. 

Uni-Flo Grille Products Co., 4646 Lawton St., Detroit, Mich. 

Union Fibre Co., Inc., Winona, Minn. 

Union Mfg. Co., Inc., Sixth & Washington Sts., Boyertown, 
Pa. 

Union Stove Works, 78 Beekman St., New York City. 

Unit Stove & Furnace Co., Belleville, Ills. 

United Metal Hose Co., 729 Garrison Ave., New York City. 

United Screw & Bolt Corp., 6000 Denison Ave., Cleveland, O. 

United States Blower & Heater Corp., 2101 N. E. Kennedy 
St., Minneapolis, Minn. 

U. S. Cistern Filter Mfg. Co., 509 S. McClure St., Blooming- 
ton, Ills. 

U. Gypsum Co., 300 W. Adams, Chicago, Ills. 

2R Mineral Wool Co., 280 Madison Ave., New York City. 

U. S. Pressed Steel Products Co., Kalamazoo, Mich. 

U. S. Register Co., 61-63 State St., Battle Creek, Mich. 

United States Rubber Co., 1 Market St., Passaic, N. J. 

Universal Fittings & Scaffolding Co., Blairsville, Pa. 

Uno Ventilating Co., 339 Lincoln Ave., Cliftondale, Mass. 

Upson Co., Lockport, N. Y. 


V 


Vacu-Draft Corp., Division of Muncie Gear Co., Muncie, Ind. 

Vail Mfg. Co., 1017 Columbia Ave., Fort Wayne, Ind. 

Valley Electric Co., 4221 Forest Park Blvd., St. Louis, Mo. 

Vanderman Mfg. Co., Mansfield Ave., Willimantic, Conn. 

Van Noorden Co., E., 100 Magazine St., Boston, Mass. 

Variety Fire Door Co., 2958 Carroll Ave., Chicago, Ills. 

Vendor Slate Co., Easton, Pa. 

Victor Electric Products, Ine., 712-720 Reading Rd., Cincin- 
nati, O. 

Victor Products Corp., Frederick St., Hagerstown, Md. 

Viking Pump Co., E. 4th St., Cedar Falls, Iowa. 

Viking Shear Co., Pittsburgh Ave., Erie, Pa. 

Vulean Iron Works, 327 N. Irving Ave., Chicago, Ills. 


Ww 


Wagner Electric Corp., 6400 Plymouth Ave., St. Louis, Mo. 
Wagner Sheet Metal Works, 2900 M St., Sacramento, Cal. 
Waener’s Sons Co., J. F., 10th & Lee Sts., Louisville, Ky. 
Walker & Pratt Mfg. Co., 31-35 Union St., Boston, Mass. 
Walker Sales Corp., 119 S. 3rd St., St. Joseph, Mo. 

Wall Mfg. Supply Co., P., 3126-66 Preble Ave., Pittsburgh, 


Pa. 

Ward Co., H. H., 4th & Engle Sts., Chester, Pa. 

Ward Heater Co., Ltd., 1800 W. Washington Blvd., Los An- 
geles, Cal. 

Warm Air Furnace Fan Co., 6545 Carnegie Ave., Cleve- 
land, O. 

Warren Leather Goods Co., 84 Austin St., Worcester, Mass. 

Washington Stove Works, Everett, Wash. 

Waterloo Register Co., Box 2416 Waterloo, Iowa. 

Waterman-Waterbury Co., 1121 Jackson St., N. E., Min- 
neapolis, Minn. 
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Watertite Drain & Scupper Co., 229 E., New York 
City. 

Watt Manufacturing Co., 201 

Wayne Oil Burner Corp., 102 
Ind. 

Weber Specialty Co., 3000 N. Water St., 

Webster Electric Co., Dekoven Ave. & 
Wis. 

Weirton Steel Co., Weirton, W. Va. 

Weiss & Co., H., 113-115 Mercer St., New York City. 

Weldit Acetylene Co., 641-43 Bagley Ave., Detroit, Mich. 


37th St., 


Fourth Ave., Sterling, Ills. 
Glasgow Ave., Fort Wayne, 


Bay City, Mich. 
Clark St., Racine, 


Weldrum Products Co., 1022 E. Michigan St., Indianapolis, 
Ind. 

West Leechburg Steel Co., Farmers Bank Bldg., Pittsburgh 
Pa. 


Western Blower Co., 1800 Airport Way, Seattle, Wash. 

Western Furnaces, Inc., 3002-18 S. Chandler, Tacoma, Wash. 

Western Rotary Ventilator Co., Inc., 1720 E. 14th St., Los 
Angeles, Cal. 

Western Steel Products Co., 130 Commonwealth Ave., Du- 
luth, Minn. 

Western Tool & Equipment Co., Kansas City, Mo. 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 

Westwick & Son, Inc., John, Claude & Meeker Sts., Galena, 
Tis. 

Wheeling Corrugating Co., Wheeling, W. Va. 

Wheeling Metal & Mfg. Co., Box 56, Wheeling, W. Va. 

Wheland Co., 27th & Whiteside, Chattanooga, Tenn. 

Whitacre Boiler Co., Wellsville, O. 

White Mfg. Co., 2362 University Ave., St. Paul, Minn. 

White-Warner Co., 494 W. Water St., Taunton, Mass. 

Whiting Corp., 15699 Lathrop Ave., Harvey, Ills. 

Whitney Mfg. Co., W. A., 836 Race St., Rockford, Ills. 

Whitney Metal Tool Co., 110 Forbes St., Rockford, Ills. 

Whitty Mfe. Co., 216 High St., Boston, Mass. 

Wickwire Spencer Steel Co., 43 E. 42nd St., New York City. 

Wilder Metal Co., Box L. Niles, O. 

Wilhelm Co., A., 3rd & Bern Sts., Reading, Pa. 

Will-Burt Co., Orrville, O. 

Williams-Bowman Rubber Co., 1941-49 S. 54th Ave., Cicero, 
Ills. 

Williams & Co., Ine., 900-2 Pennsylvania Ave., Pittsburgh, 
Pa. 

Williams Oil-O-Matic Heating Corp., Bloomington, Ills. 

Williamson Heater Co., 337 W. Fifth St., Cincinnati, O. 

Wilson, Inc., Grant, 4101 W. Taylor St., Chicago, Ills. 

Wilson Mfg. Co., Denver, Colo. 

Windmotor Ventilator Co., 12358 Loretto Ave., Detroit, Mich. 

Windshield Scupper Co., 16 Warren St., New York City. 

Wing Mfg. Co., L. J., 154 W. 14th St., New York City. 

Wisconsin Humidifier Co., 3373 N. Holton St., Milwaukee, 
Wis. 

Wise Furnace Co., 100 Lincoln St., Akron, O. 

Wiss & Sons Co., J., 33 Littleton Ave., Newark, N. J. 

Wizard Oil Burner Co., Inc., 11 S. Main St., Barre, Vt. 

Wolfe Breesh Co., Pennsylvania Ave. & Bidwell St., Pitts- 


burgh, Pa. 

Wolfe Engineering & Mfg. Co., 1136 Market St., Harris- 
burg, Pa. 

Wolff Coal Saver Co., 1330 W. Congress St., Chicago, Ills. 


Wood Conversion Co., Cloquet, Minn. 

Wood-Fibre Board Corp., 51 E. 42nd St., New York City. 

Wood Hydraulic Hoist & Body Co., 7924 Riopelle, Detroit, 
Mich. 

Wood Steel Co., Alan, Conshohocken, Pa. 

Woolery Machine Co., 2919 Como Ave., S. E., 
Minn. 

Woolwine Metal Products Co., 4518 S. Riverside Drive, Los 
Angeles, Cal. 

’ Wooster Art Wood, Inc., Wooster, O. 

Worcester Brush & Scraper Co., 38 
Mass. 


Minneapolis, 


Austin St., Worcester, 


Y 


Yoder Co., 5500 Walworth Ave., Cleveland, O. 

York Corrugating Co., York, Pa. 

York Ice Machinery Corp., Roosevelt Ave. & P. R. R., 
Pa. 


York, 


York Oil Burner Co., Inc., York, Pa. 
Young & Bertke Co., 1038-48 Hulbert Ave., Cincinnati, O. 
Young Radiator Co., 709 Mead St., Racine, Wis. 


2703 Woodland Ave., 
Youngstown, O. 
Youngstown, O. 


Young Ventilating Co., Cleveland, O. 
Youngstown Furnace Co., 


Youngstown Sheet & Tube Co., 


Z 


Zeh & Hahnemann Co., 182-200 Vanderpool St., Newark, 
N. J. 


Zohell Electric Motor Corp., 96 South Ave., Garwood, N. J. 


ys 
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A positive 


MODEL "C" 
COLUMBUS 
HUMIDIFIER 


No drip—no scale. 

acting valve eliminates corrosion 
troubles. Write today for 
folder and discounts. 





THE COLUMBUS HUMIDIFLER CO. 


154 N. FIFTH ST. COLUMBUS ,OHIO 





SOLDERING 


and 


TINNING 








aw LUX) 


Famous for 25 years 


FOR ALL METALS 





a epieeg! §=6|. Liquid Flux 

2. Acid Core Solder 

3. Rosin Core Solder 

4. Soldering Paste 
Send for Samples 

THE RUBY CHEMICAL CO. 
74 McDowell St. 

Columbus Ohio 


pewerenrs 


The Ruby Chemical Co. i), 
COLUMRUS, OID 























SS 








1 Ib. 5 Ib., All Sizes: '/, Pints to 


Barrels 
































VENTILATORS 


OR industrial buildings, 

schools, homes, theaters, etc. 
Made in 14 different metals. 
Constant ventilation—no noise 
—no upkeep. 


ZEOLUS DICKINSON 
Industrial tie. of Paul Dickinson, 
Se 


3332-52 South Artesian Avenue 
Chicago, Ill. 


























CHICAGO 





Box and Pan Brake 
STEEL BRAKES—PRESSES—SHEARS 


DREIS & KRUMP MFG. CO. 


Power Squaring Shear 


7404 LOOMIS BLVD. CHICAGO 
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A Heat Hustler Fan Forces Air Through a Single Warm Air — 


Heats garages, sun porches and other rooms that will not heat by gravity. 
Mounts directly in the warm air pipe. 
forces it into the hard-to-heat room. 


1. It uses a positive pressure, rotary type fan. 


2. Motor. is outside the warm air flow, adding gre 
and leaving as much space for gravity air 


Hustler was installed. 


3. It is quiet. 


4. Furnished for either automatic or manual control. 


Price list, with descriptive literature showing different models, sizes, etc., will be sent you 


CLIP AND SEND THIS AD IN NOW! 
AMERICAN FOUNDRY & FURNACE COMPANY 


World’s largest manufacturers 
of blower furnace systems 


by return mail upon receipt of your request. 


Bloomington, 


Draws heat from the furnace and 
Quick heat for a bathroom. 


Four reasons why you should use the American Heat Hustler: 


atly to life of motor 
a tow as Gels Go Ee 





Illinois 














C W 


AIN 


AND S-HOOKS 


For furnace damper 
regulators, thermo- 
stats, furnace clocks, 
skylights and ventila- 
tors. Put up 250, 500 
or 1,000 feet to the 
reel, or in boxes to 
desired length. Fur- 
nished, if desired, 
coppered, sheradized 
or hot galvanized to 
prevent rusting. 


WRITE US 
FOR PRICES 








eh Se, 


Single Jack Chain 


oe, ae om), 


Safety Chain 





Register Chain 


THE JOHN M. RUSSELL MFG. CC., INC. 


901 RUBBER AVE. 
NAUGATUCK, CONN. 











The 


Jorpan Artic VENTILATOR 





Straight flaring 
base. Sets low 
and looks well. 
Operated by 
gravity and 








wind action. 














The Jordan Attic Ventilator presents an op- 
portunity which offers profits to you right 
now. Write for information. There is 
summer business to be had and you can 
get it. 

Also Fan Verttictom, Raters en ae Ventilators, 


BACKED BY A COMPLETE ENGINEERING SERVICE. 


PAUL R. JORDAN CoO. 


631 S. Delaware St., Indianapolis, Ind. 
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CLASSIFIED ADVERTISING 


4 cents for each word including heading and address. 
keyed address. Minimum $1.00 for each insertion. One inch $3.00. 


accompany order. 


Count seven words for 


Cash must 


Copy should reach us eight days in advance of publication date. 





SITUATIONS OPEN 


WANTED—ESTABLISHED SALES ENGI- 

neers or manufacturers’ agents with knowl- 
edge of forced air heating or air condition- 
ing, who can handle definite territory on com- 
mission basis, on a well engineered line of 
equipment, which is showing a record of out- 
standing performance, and giving real satis- 
faction to both customer and dealer. Only 
high grade men with engineering knowledge 
need apply. Furnish your engineering record 
and your complete sales experience and ref- 
erences. Address Key 194, “American Arti- 
san,” 1900 Prairie Avenue, Chicago. 








EXPERIENCED TRAVELING SALESMAN 

wanted. Must be experienced in forced air 
and gravity heating. Address Key 201, “Amer- 
ican Artisan, 1900 Prairie Ave., Chicago, Illi- 
nois. 





WANTED—TO CORRESPOND WITH A 

good sheet metal and furnace man, one that also 
understands gas furnaces and can do gas work 
also. State experience in first letter. Address 
J. H. Barnett, Dodge City, Kan. 





ESTIMATOR POSSESSING SALES ABIL- 

ity, 24 years of age, 8 years’ experience in 
general sheet metal, vent'lating, forced air con- 
ditioning heating, and roofing branches desires 
connection with firm offering future with junior 
artner possibilities. For interview address 
ey 195, “American Artisan.’’ 1900 Prairie 
Ave., Chicago, Illinois. 





WANTED POSITION — AS FURNACE IN- 

staller or engineer. Fifteen years’ experi- 
ence, no furnace problem too hard. Can also 
sell direct or to the trade. No reasonable offer 
will be refused. Address Key 199 “‘American 
Artisan,” 1900 Prairie Ave., Chicago, Illinois. 





EXPERIENCED FURNACE SALESMAN 

would like position representing responsible 
manufacturer in Wisconsin. Address Key 202, 
“American Artisan,” 1900 Prairie Ave., Chi- 
cago, Illinois, 





WANTED POSITION—BY FIRST CLASS 

sheet metal worker. Good at ventilation and 
dust and shaving collecting systems. Also other 
work, Can go out and close up jobs. Address 
Metal Worker, 150% West Center Street, Mil- 
waukee, Wis. 





SITUATIONS WANTED 


WANTED TO HEAR FROM HIGH GRADE 

manufacturers of air conditioning and heat- 
ing equipment who desire ,the services of a 
representative who is thoroughly trained in 
engineering, designing, and the practical instal- 
lation of any type of warm air equipment. Can 
give the best of references as to promotion 
ability and sales experience. Address Key 203, 
“American Artisan,” 1900 Prairie Ave., Chi- 
cago, Illinois. 








SITUATION WANTED — PLUMBER 

sheet metal and furnace man wants posi- 
tion. Will go any place. A-1 references. Ad- 
dress L. C. Hughes, Forest City, Iowa. 


SITUATION WANTED—BY TINNER OF 
_ experience. Hardware clerk and do plumb- 
ing. Best of references, full particulars in fu- 
ture correspondence. Address M. B. Miles, 
Route 4, Box 182, Des Moines, Ia. 








FOR SALE 





FOR SALE—A GOING PLUMBING, 

age | and sheet metal business. Town 
fifteen hundred, near Chicago. Good farm 
community. Very reasonable. Sickness rea- 
son for selling. Write for particulars if 
you mean business. Address Key 189, “Amer- 
ican Artisan,’ 1900 Prairie Avenue, Chicago. 





FIRST CLASS SHEET METAL WORKER, 

experienced in trunk line system, ventilating, 
heating and general tin and sheet metal work. 
18 years’ experience. 36 years of age. Ad- 
dress H. E. Torrence, 4918 N. 27th, Omaha, 
Nebraska. 





SITUATION WANTED—BY TINNER, 

furnace man, and sheet metal worker. A-1 
mechanic and pattern drafter, twenty-one 
years experience, good plumber, some hardware 
experience, thirty-nine years of age, national- 
ity, American. ill accept medium wage and 
move anywhere for steady position. Ohio, In- 
diana, Michigan, Pennsylvania or Kentucky 
preferred. Address Key 191, “‘American Ar- 
tisan,” 1900 Prairie Avenue, Chicago. 





A BARGAIN—ONE NO. 30 SLIGHTLY 
used Bryant warm air gas furnace complete 

with humidifier and 8 day thermostat. Address 

eg Brenner Co., Inc., 47 Third St., Fond du 
ac, Wisconsin. 





FOR SALE—WELL ESTABLISHED SHEET 

metal shop. Must sacrifice for $200.00 on 
account of death. Address Key 196, “American 
Artisan,” 1900 Prairie Ave., Chicago, Illinois. 





FOR SALE—QUANTITY OF RADIATORS 

for steel furnaces. These will fit any stand- 
ard furnace and can be bought cheap. For par- 
ticulars address Key 197, “American Artisan,” 
1900 Prairie Ave., Chicago, Illinois. 























IT’S YOUR MONEY~ BUT WHY WASTE IT? 





LU. SEND FOR BULLETIN C-2 
See Us Before-U Buy USED “INTERSTATE HAS IT” 
SHEET METAL HAND 
MACHINERY no 
We Can Save You Time and Money POWER 
[——_ REBUILT BARGAINS 
95% New 362254 Slip Roll $55.00 | 18 Ga. Shear $20.00 
58 Inch Power Roll, on Stand 50.00 \ 
2x24 19.75 ROLLS - : 
30 Inch Niagara Sq. Shear 30.00 | 3 ig 12 ft. Chicago Steel Brakes SPOT WELDERS PUNCH PRESSES 
Hundreds of Bench Machine and Stakes PRESS BRAKES - FOLDERS - DRILLS 














INTERSTAT 


MACHINERY CO. 


130 S. CLINTON ST., CHICAGO 





LINES WANTED 


FURNACE SALESMAN WOULD LIKE 

to represent a good furnace and stove manufac- 
turer in Wisconsin. Address Key 192, ‘‘Amer- 
ican Artisan,’”’ 1900 Prairie Avenue, Chicago. 











MISCELLANEOUS 


FULL SIZE PATTERNS 
FOR BOATS 


Building up-to-date Outboard Boats, Canoes, 
Hunting and Fishing Boats with our full 
size paper patterns. 
tional or One-Piec 
1s 


Sec . 
Write for Free lllustrated Folder No 12 


H. F. THOMPSON Boat and Pattern Works 
Decorah, Iowa. Dept. A. 


Patents and Trade Marks 
Philip V. W. Peck 
Barrister Bldg., Washington, D. C. 


WANTED BY FIRST-CLASS STEAMFIT- 
ter and master plumber a shop to run on 
commission basis. illing to invest $500.00 as 
a guarantee of good faith. Can also do all of 
the sheet metal and hot air furnace work that 
comes into the average ae. First class ref- 
erences as to ability, etc. ust be in Illinois 
and don’t answer unless you have something 
to offer. Address Key 200, “American 
isan,” 1900 Prairie Ave., Chicago, Illinois. 














WANTED—PARTY TO HELP FINANCE 

or to manufacture on royalty basis an oil 
burning furnace, different and more economical 
than any on the market. Address Key 198, 
“American Artisan,” 1900 Prairie Ave., Chi- 
cago, Illinois. 





: 


“ACCURATE” 


Revolving Ventilators 


Revolve with Most economical 
slightest in price - - - Best 
breeze - - for chimney tops 














They are or any other 
noiseless; ventilation 
prevent work - - - Most 
down draft. orders shipped 


same day 
received - -- 


Sizes 5” to 48” 
Send for PRICES 







* 


? $2 
az 





ACCURATE MFG. 


2432 MILWAUKEE AVENUE, CHICAGO, ILLINOIS 
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BASEBOARD, WALL and 
FLOOR REGISTERS 


e 
STEEL COLD AIR FACES 
o 
AUER FRENCH HEEL MESH 
+ 


PEBBLE CAST FLOOR REGISTERS 
and COLD AIR FACES 


GRILLES and SPECIAL REGISTERS 
for HEATING, VENTILATING and 
AIR CONDITIONING 


THE 


COMPANY 
CLEVELAND, OHIO 








AUER 





Send for Auer Catalog 


--AUER REGISTER 
























Armco Ingot Iron 


Galvanized Steel 
Even Color Sheets 
Roofing Sheets Stainless Sheets 
Copper and Zinc Paint Grip Sheets 


YOU'LL FIND THE PRODUCTS 


YOU NEED 


THE WAY YOU WANT THEM 


BROWN WALES CO. 


493 C STREET, BOSTON, MASS. 





Conductor 
Fittings 
Tin 
Solder 
Tools 


r Members Armco Dist. Assn. " 





} 
| 
| 
| 
} 
| 
| 














ARTISAN 


DUPLEX 
FURNACE 
CLEANER 


Guarantee as to ma- 
terial and workman- 
ship goes with each 
machine. 













$60 
Including 
Full Set 
of Working 
Tools 


HERE ARE TWO DEVICES ON WHICH 

YOU CAN DERIVE 2a) 
The Duplex Furnace Cleaner F r of it Ss. 
and the Cleaneasy Chimney Sweep offer many 
profit opportunities to the furnace dealer. The 
Duplex Cleaner does a complete job of the furnace 
and seven pipes in three and one-half hours. The 


Cleaneasy Chimney Sweep does away with ladder 
and bag of gravel plan of sweeping flue. 


The RAMEY MFG. CO., Columbus, 0. 


CLEANEASY 
CHIMNEY SWEEP 


PATENT PENDING 


$4.50 


f. o. b. 
Columbus 























Beware of 


“Stratified” Air 
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in forced air systems! 


Do not let drafts and cold corners rob FORCED- 


AIR of its marvelous benefits and advantages. 


Insist upon proper diffusion at duct opening 


Air stratification can be avoided by insisting upon 


the 


installation of WATERLOO “F” SERIES DIF- 


FUSER registers for baseboard and wall use. 
Waterloo Diffusers spread the air flow 


By deflecting the air currents at the register outlet, 
the “F” series Diffuser causes an even distribution of 
circulating air. In addition this new register controls 
and directs the volume of air, hides the duct opening 
by means of slanted louvres, and still permits greater 


capacity. 


Made in any size or finish, this forced-air register 
is supplied with stop-lock attachment at no extra cost. 


Write for illustrated literature and prices from 


the 


pioneer firm in the manufacture of air-diffuser 


registers. 


THE WATERLOO REGISTER CO. 
WATERLOO, IOWA 
Also 2211 First Ave., Seattle, Wash. 
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All of the knowledge and science 
accumulated over a period of thirty- 
five years of draft gage building is 
incorporated in the Ellison Original 
Inclined Gage. 


Ett 
DRAFT GAGE> 
Boiler Room 
ered by the Ellison. Accurately and 
It is inevitable that the resulting 


IN @ | 
The Entering 

DRAF T eS GAGES 
quickly it gets to the bottom of the 
difficulty and the cause is remedied. 
satisfaction react in the heating 
dealer’s favor. 

The problem of faulty drafts is a 

weighty one, one that is costing 


furnace owners considerable in mo- 
ney and comfort. 


Write for new Bulletin Fifteen, How 
to Use a Draft Gage in Domestic 
Heating Plants. NOW is the time 
of the year when Ellison Draft Gages 


There is much profit to be uncov- mean most to you. 
































ELLISON 
for 

ACCURACY 

ELLISON 

ACCURACY 

PORTABLE 

DRAFT GAGE 

SERIES -35 

ELLISON DRAFT GAGE COMPANY 


214 WEST KINZIE STREET CHICAGO 


= 
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NATIONAL 
REPAIR 
CATALOG 





Complete 
Price List of 


FURNACE 
REPAIRS 


Nothing is obsolete with National, 
whether made in 1880 or 1930... . 
we have it. Send for Catalog Num- 
ber 20. Lower prices now prevail. 


The 
NATIONAL FOUNDRY & 
FURNACE COMPANY 
1146 Bolander Ave. Dayton, O. 




















——SAVED!- 


A $400.00 SHUT DOWN with 
a small can of METALUTE 


Every MECHANIC Needs This 


HANDY REPAIR KIT 


é& SEALING and ASSEMBLING $ 4-75 
CEMENT COMPOUNDS - - ee 


Engineers Catalog No. 32 which shows methods of using new 
and better cement compounds is included with each order. 


e 
INCLUDES 1 quart each of 


INSA-LUTE CEMENT METALUTE 
Liquid Porcelain Plastic Iron 





KNO-LEAK SEALLAC 
Pipe Thread Dope Graphite Paste 
THERMOLD COLOR-BESTOS 


Furnace Cement Asbestos (Paint Form) 


¢ 


We specialize in the manufacture of cement compounds for fur- 
nace sealing, electric insulation, assembling, acid-proofing, fire- 
proofing, oil-proofing, heat treating, repairing. etc. 
Used by the LARGEST FACTORIES in the WORLD. 
ORDER by MAIL, if not rated in Dun’s or Bradstreet, please 
send check with order. - 

JOBBERS & AGENTS write for our PROPOSITION. 

Dept. F-65 


TECHNICAL PRODUCTS Co. 





INSa-LUTE GUT) AdHesives 
CEMENTS @aiseN) COMPOUNDS 
Pittsburgh (SHARESEURS) Pennsylvania 























Profits 
Winter 


66] SELL a lot of profitable 
repairs in winter, and 
some new plants too, be- 

cause I push cleaning furnaces 


in winter. It brings me a lot of 
repair orders and new friends.” 










Another man came in and said 
he too was strong for winter 
cleanings. They pay well, 
and also sell repairs. He 
finds few were cleaned 
last summer, prospects 
now struggling with 
choked plants, and he 
will be full of repair jobs 
all winter, once his slack 





4 HP plus; extra 


New Model: season. Same thing wide 
strong construction, for years of open to you. 
hard use. 


Ask for your Plan 
Book, free, shows how they did this, and how you can try out the 
Super Suction to learn it will pay in for you, faster than you 
pay out for it. Get yours now, let it pay out in winter, plus a 
busy shop. 


The NATIONAL SUPER SERVICE CoO. 
1944 NORTH 13th STREET TOLEDO, OHIO 
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AnotHER OUTSTANDING INSTALLATION 
WHERE TONCAN IRON HAS BEEN USED 
FOR PERMANENCE 


When the question of a suitable metal for the sheet metal parts of the 
new Berks County Court-house, Reading, Pa., came up for discussion, 
Toncan Iron was the logical selection. It was used for all interior 
metal work, including ventilating ducts, and more than a carload was 
required. 

The reason for the selection of Toncan Iron was simply this. The 
sheet metal contractors were well aware of the long life and working 
qualities of this alloy of refined iron, copper and molybdenum from past 
experience. They knew all about its high resistance to rust—ranking 
first among the ferrous metals after the stainless irons and steels—and 
that the use of Toncan Iron would be in keeping with the economy 
program prevalent in all building construction today. 


REPUBLIC STEEL CORPORATION 


GENERAL OFFICES ==QRe="” YOUNGSTOWN, OHIO 







Berks County Court-house, Reading, Pa.— 
Wm. Dechant & Sons, Reading, Pa., Arch- 
stects; McCloskey & Co., Philadelphia, P2., 
General Contractors; Frantz & Luppold, 
Reading, Pa., Sheet Metal Contractors. 








The complete story of Toncan Iron is 
told in “The Path to Permanence,” sixty- 
four pages of worth while information 
and illustrations of its many and varied 
uses. Write for a copy. 


0% e, REG.U.S.PAT.OFF ort. 


«<TONCAN:> 
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*ege” COPPER Sm® 
MO-LYB-DEN-UM 


IRON 
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VTE CO 


the Favorite Line with Successful Dealers 


ae ||) enn tame AiR bee 
Sy fg, Ae : fox t~ eRe oe 
pass a 
“AMAA 
WS 922 RIDGE AND HIP TILE 
* WITH 924 FINIAL 


PLAIN RIOGE ROLL 


QUALITY MATERIALS AND 
PRECISION MANUFACTURING 


Ti V8 Mauliicelem aaeteltiary 


NTERLOCK Conductor Pipe, made in three styles, is Q 


recisely straight. Milcor’s intricate machines sha —s 
P Y 3 i ~ STYLE-E 
=. 


CONDUCTOR 


the pipe, form the “Interlock” and seam it under ph 


pressure in one operation. The interlock seam forms 


a strong, watertight joint at the back of the pipe. 


ROUND 


: U 
ELBOW ; Milcor Galvanized Elbows, plain round, corrugated Tel 
CORRUGATED ~ NM 


in size and shape and fit perfectly with the Milcor vonikan 


round and corrugated square are uniformly accurate 


“Interlock’’ Conductor Pipe. 


Milcor automatic machines turn out straight, uniform 
half round lengths of Eaves Trough. The crimp edge 
shown here adds to the strength of the trough and 


prevents the hangers from slipping. 


= 
od 


SQUARE 


STYLE- ‘ 
pc i jor All Milcor products are made from the finest materials 


obtainable and are as near perfection as man and 


machine can make them. 


SELFLOCK he 
HANGER 


ow Menten st | 


OGEE GUTTER 
STYLE! 


& es 


vail \ so ee ie ot gga? 


SQUARE 
STYLE-A 
CORRUGATED 


LAP JOINT. SINGLE SINGLE BEAD. SLIP 
BEAD EAVES TROUGH JOINT OUTSIDE MITRE 


a MILCOR STEEL COMPANY 
MILWAUKEE, WIS., 4117 W. BURNHAM ST. CANTON, OHIO 
CHICAGO, ILL. KANSAS CITY, MO. LA CROSSE, WIS. 




















